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The  Board  of  Gas  and  Electric  Light  Commissioners  respect- 
fully submits  its  Seventh  Annual  Report. 

There  was  a  change  in  the  membership  of  the  Board  in  July  last 
at  the  expiration  of  the  term  of  Hon.  A.  B.  Coffin,  who  declined 
a  re-appointment.  His  associates  desire  to  express  their  apprecia- 
tion of  the  fidelity,  ability  and  integrity  with  which  for  four  years 
he  discharged  the  important  duties  of  Chairman. 

There  are  now  one  hundred  and  thirty-one  companies  under  the 
supervision  of  the  Board,  twenty-six  of  which  supply  both  gas 
and  electric  light,  fifty-eight  only  electric  light,  and  forty-seven 
only  gas. 

It  is  apparent  that  the  province  and  work  of  the  Board  is 
becoming  better  understood  by  the  public,  and  during  the  last 
year,  in  addition  to  the  duties  imposed  by  the  statute,  it  has  been 
frequently  consulted  by  city  and  town  committees,  managers  and 
investors  in  regard  to  questions  concerning  gas  and  electric  light- 
ing. Those  interested  in  these  matters  have  come  to  Consider  it 
the  most  convenient  source  from  which  to  obtain  reliable  informa- 
tion as  to  the  standing  and  financial  operations  of  the  companies 
r  and  their  relation  to  the  local  authorities,  as  well  as  in  regard  to 
*  many  of  the  technical  features  of  the  business. 

The  Board  is  compelled  to  again  call  attention  to  the  failure  of 
•%~  many  of  the  companies  to  make  their  returns  within  the  time  fixed 
by  statute  and  to  urge  the  passage  of  an  act  imposing  a   suita- 
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ble  penalty  in  such  cases.  It  is  evident  that  the  time  now  allowed 
is  ample,  since  the  largest  companies,  whose  accounts  are  the  most 
complex,  find  no  serious  difficulty  in  obeying  the  law.     Of  one 
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hundred  and  thirty-one  returns  due  on  the  second  Wednesday  of 
September,  only  forty-five  had  reached  this  office  on  that  day. 

The  Board  cannot  better  express  its  present  view  of  this  mat- 
ter than  by  the  following  words  from  the  report  of  last  year : 
"The  present  remedy  is  by  reporting  the  delinquency  to  the 
Attorney-General,  who  proceeds  before  the  courts  with  the 
request  that  the  companies  be  enjoined  from  doing  business  until 
they  shall  have  made  report.  A  fine  for  each  day's  delay,  as  in 
the  case  of  railroad  companies,  would  doubtless  be  effective,  and 
thus  allow  the  time  needed  to  correct  and  tabulate  the  numerous 
details  of  the  returns.  If  the  returns  were  promptly  filed,  the 
time  left  for  compiling  and  printing  the  data  would  be  sufficient ; 
but,  with  the  tardy  practice  of  the  companies,  the  Board  is  now, 
as  formerly,  unable  to  have  its  annual  report  seasonably  printed 
for  the  use  of  the  Legislature." 

The  Spencer  Gas  Company,  to  which  particular  reference  has 
been  made  in  previous  reports  as  supplying  the  same  gas  for  light- 
ing and  for  fuel  at  $1.25  per  thousand  feet,  with  special  attention 
to  the  latter  use,  has  been  compelled  after  continued  losses  to 
advance  its  rate  to  $1.60. 

A  new  departure  in  this  Commonwealth  is  the  Framingham  Gas 
Fuel  and  Power  Company  which  began  in  January  last  to  supply 
non-illuminating  water-gas  to  consumers  in  South  Framingham 
for  from  fifty  to  seventy-five  cents  net  per  thousand  feet. 

This  gas  is  made  from  steam  and  Cumberland  coal,  by  what  is 
known  as  the  Loomis  process,  with  sufficient  enricher  added  to 
give  it  a  perceptible  odor,  and  passes  through  lime  and  oxide  of 
iron  for  the, purpose  of  purification.  Although  designed  primarily 
for  fuel  purposes,  the  gas  is  used  for  lighting  in  combination  with 
what  is  known  as  the  Fahnehjelm  burner,  consisting  of  a  magnesia 
comb  which  is  heated  to  incandescence  by  the  gas.  The  company 
has  about  one  hundred  customers..  The  Cottage  City  Company  also 
makes  only  non-illuminating  water-gas  by  a  similar  process. 

A  consolidation  of  the  two  companies  in  Middleborough  has  been 
effected  by  the  purchase  of  the  Middleborough  Electric  Light 
and  Power  Company  by  the  Middleborough  Gas  and  Electric 
Company.  An  extended  reference  to  the  history  of  these  com- 
panies is  contained  in  the  report  of  the  Board  for  1889. 
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The  Gardner  Electric  Light  Company  has  succeeded  to  the  busi- 
ness and  property  of  the  Gardner  Electric  Company,  paying  there- 
for the  amount  of  the  mortgage  notes  of  the  latter  and  assuming 
its  debts. 

The  property  and  franchises  of  the  Miller's  River  Gas  Light 
Company  were  sold  by  the  mortgagees  under  foreclosure  and  the 
purchasers  have  been  incorporated  as  the  Athol  Gas  and  Electric 
Company. 

A  similar  course  was  pursued  by  the  mortgagees  of  the  Stoughton 
Light,  Heat  and  Power  Company,  incorporated  under  the  laws  of 
Maine,  and  the  purchasers  have  become  a  Massachusetts  corpora- 
tion under  the  name  of  Stoughton  Gas  and  Electric  Company. 

The  Holliston  Gas  and  Electric  Company  of  Holliston,  with 
$8,000  capital,  and  the  Consumers'  Gas  Company  of  New  Bedford, 
with  $15,000  capital,  are  the  only  other  lighting  corporations 
chartered  during  the  year. 

The  Easthampton  Gas  Company  made  the  only  application 
which  the  Board  received  during  the  year  under  chapter  885  of  the 
Acts  of  1887. 

Proceedings  have  been  begun  in  the  Supreme  Judicial  Court  dur 
ing  the  year  by  the  Attorney-General  agaiust  the  Walworth  Light 
and  Power  Company,  to  compel  the  removal  of  numerous  wires 
running  over  streets  in  the  central  portion  of  the  city  of  Boston 
and  used  for  the  supply  of  electric  light.  These  wires  were 
erected  and  maintained  without  permission  from  the  city,  and 
in  the  face  of  a  formal  rejection  by  the  aldermen  of  the  petition 
of  the  company  asking  leave  to  construct  and  maintain  them. 

The  company  admitted  the  existence  and  use  of  the  wires  as 
stated,  but  contended  that  there  was  no  violation  of  the  statute 
because  all  the  wires  involved  were  either  originally  built  and  ever 
since  owned  by  certain  of  its  customers,  or  if  built  by  the  com- 
pany, the  portions  over  the  streets  had  been  sold  to  certain  cus- 
tomers prior  to  the  suit,  and  that  the  wires  which  the  company 
now  owned  were  not  constructed  by  it  but  purchased  from  a 
former  owner.  The  case  was  heard  before  a  single  justice  in 
September,  but  no  decision  has  yet  been  rendered. 

The  fact  that  such  a  contention  can  be  seriously  made  calls 
strongly    for  a  careful    examination  of   the    statute,  to   discover 
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whether  it  fully  expresses  what  was  intended  at  the  time  of  its 
enactment,  and  whether  it  ought  not,  in  the  interest  of  the  public, 
to  be  made  more  definite  and  clear  in  its  terms. 

If  the  respondent's  claim  can  be  maintained,  no  power  now 
exists  in  the  authorities  of  state  or  city  to  check  the  indiscrimi- 
nate and  needless  multiplication  of  electric  wires  in  the  public 
streets,  and  the  legislation  passed  in  response  to  a  general  demand 
for  the  suppression  of  a  well  recognized  evil  will  prove  of  doubt- 
ful value. 

Electric  Meters. 

The  use  of  electric  meters  for  ascertaining  the  quantity  of 
incandescent  light  supplied  to  consumers  is  becoming  more  gen- 
eral, and  the  sale  of  such  light  by  the  contract  system  somewhat 
less  common.  There  is  some  diversity  of  opinion  among  managers 
as  to  the  expediency  of  using  meters,  and  customers  often 
find  their  bills  largely  increased  when  changing  from  the  contract 
to  the  meter  method  of  purchase.  In  most  of  the  cases 
which  have  come  to  the  attention  of  the  Board,  the  increase  has 
been  because  the  customer  had  received  his  lights  under  a  contract 
which  brought  an  appreciable  loss  to  the  company. 

There  are  two  types  of  meter  now  upon  the  market.  In  neither 
of  these  does  the  entire  current  pass  through  the  meter,  but  only  a 
portion  which  is  shunted  out  or  divided  from  the  main  current 
and  maintains  a  constant  relation  thereto.  In  one  type  this 
shunted  current  passes  through  two  plates  of  chemically  pure  zinc, 
and  a  solution  of  zinc  sulphate  in  which  they  are  suspended.  The 
current  decomposes  the  solution,  deposits  a  certain  quantity  of 
zinc  on  one  plate  and  dissolves  an  equal  amount  from  the  other, 
these  amounts  varying  as  the  quantity  of  the  current  passing 
through.  These  plates  are  weighed  before  and  after  use  and  the 
quantity  of  electricity  used  is  computed  from  the  differences  in 
weight.  In  the  other  type  the  shunted  current  is  used  to  excite  an 
electro-magnet,  which  causes  a  small  armature  to  revolve  whenever 
the  electric  current  passes  through.  The  speed  of  the  armature 
varies  with  the  strength  of  the  magnet,  and  this  varies  again  as 
the  quantity  of  the  current.  The  armature  is  connected  by 
toothed  wheels   with  dials    similar  to   those   in  a  gas  meter    so 
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contrived  as  to  record  the  quantity  of  current  supplied  to  the  con- 
sumer in  ampere-hours  or  watt-hours. 

The  former  type  is  known  as  the  Edison  meter  and  is  sold  for 
use  only  with  that  system.  The  latter  is  adapted  to  the  alternating 
system  of  distribution.  The  weight  of  opinion  seems  to  be  that 
either  kind  will  give  satisfactory  results  when  properly  set  up  and 
free  from  external  disturbing  influences. 

The  increasing  use  of  meters  has  called  attention  to  the  possi- 
ble necessity  for  a  new  basis  for  charges  for  incandescent  electric 
lighting  service.  With  many  companies  the  difference  between 
average  and  maximum  load  is  very  great,  and  the  largest 
demand  lasts  but  a  short  time.  This  is  most  marked  in  those 
companies  where  a  large  share  of  the  business  is  for 
manufacturing  or  mercantile  establishments  which  close  early 
and  require  lights  for  only  a  portion  of  the  year.  Until 
some  method  of  storing  electric  energy  in  large  quantities  which 
shall  have  greater  commercial  value  than  any  now  upon  the  market 
is  devised,  both  the  generating  and  distributing  plant  of  a  company 
must  be  capable  of  maintaining  a  satisfactory  standard  of  light  at 
the  time  of  maximum  load. 

For  these  reasons  machinery  which  is  much  of  the  time  idle 
represents  a  considerable  portion  of  the  investment  seeking 
dividends,  and  the  question  arises  whether  the  necessary  charge 
for  this  should  be  distributed  among  all  the  consumers  of  the 
company,  or  be  borne  by  those  for  whose  benefit  the  investment  is 
made.  In  other  words,  should  the  entire  income  of  the  company 
be  derived  from  a  uniform  price  per  watt-hour  or  per  ampere-hour 
for  energy  supplied,  or  should  a  portion  come  from  a  fixed  charge 
based  upon  the  size  and  character  of  the  installation  and  its  use, 
in  addition  to  the  regular  meter  rate,  which  would  thus  be  lower 
than  under  the  first  method. 

One  difficulty  in  the  way  of  a  satisfactory  answer  lies  in  the  lack 
of  sufficiently  reliable  data  concerning  the  cost  of  generating  and 
distributing  electric  energy.  In  many  large  stations  the  ques- 
tion is  of  minor  importance,  owing  to  the  greater  uniformity  of 
load,  but  may  be  of  great  consequence  where  any  considerable  per- 
centage of  the  maximum  is  needed  for  a  short  time  only. 
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F.  P.  Jewett,  Petitioner. 

Mr.  F.  P.  Jewett  of  Winchester  filed  a  petition  against  the 
Arlington  Gas  Light  Company,  asking  that  it  be  required  to  supply 
him  with  gas  at  his  residence. 

It  appeared  that  three  years  ago  the  company  began  to  make 
a  uniform  charge  for  meter  rental  of  $3  per  year  in  all  cases  where 
the  customer's  bill  for  the  year  was  less  than  $7.  The  meter 
states  were  taken  and.  bills  rendered  quarterly,  the  meter  rental 
being  added  to  the  fourth  quarterly  bill. 

The  petitioner,  having  paid  $3  per  year  meter  rent  for  two 
years,  refused  to  pay  a  similar  charge  the  third  year,  claiming  it 
was  exorbitant,  but  offered  to  pay  for  his  fourth  quarterly  bill  such 
amount  as  would  make  the  sum  of  his  bills  for  the  year  $7.  This 
proposition  the  company  refused  to  accept,  and  after  notice 
removed  the  meter  and  shut  off  the  supply  of  gas. 

After  the  hearing  before  the  Board  the  company  decided  to 
accept  the  petitioner's  offer  and  replace  the  meter,  so  that  no  order 
was  necessary. 

Shepard,  Norwell  &  Co.,  Petitioners. 
Messrs.  Shepard,  Norwell  &  Co.  of  Boston  filed  with  the  Board 
a  petition  against  the  Edison  Electric  Illuminating  Company  of 
Boston,  complaining  that  said  company  had  refused  to  supply 
them  with  light  unless  they  would  use  what  are  known  as  "  Edison 
lamps."  A  hearing  was  appointed,  but  before  it  was  held  an 
amicable  arrangement  between  the  parties  was  reached,  and  at 
their  joint  request  the  case  was  indefinitely  postponed. 

Eichard  Olney  et  ah.,  Petitioners. 
A  petition  was  received  from  Richard  Olney,  Francis  I.  Amory 
and  William  Minot,  Jr.,  against  the  Edison  Electric  Illuminating 
Company  of  Boston,  alleging  that  the  petitioners  were  owners  of 
residences  then  building  on  Commonwealth  Avenue,  near  Charles- 
gate  East,  in  the  city  of  Boston  ;  that  although  the  respondent 
company  had  obtained  permission  to  place  its  wires  under  the  said 
avenue,  in  front  of  said  residences,  yet  it  had  refused  to  supply 
them  and  had  declined  to  extend  its  system  of  wires  west  of  West 
Chester  Park. 
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The  petitioners  asked  that  the  company  be  required  to  supply 
them  with  light  upon  such  terms  as  might  be  legal  and  reasonable. 
A  hearing  was  ordered,  but  before  it  was  held  the  petitioners 
decided  to  accept  an  offer  made  by  the  Boston  Electric  Light 
Company  to  supply  them,  and  so  notified  the  Board.  The  petition 
was  accordingly  dismissed. 

Petition  of  Consumers  v.  Boston  Gas  Light  Company. 
On  Feb.  4,  1891,  the  following  petition  was  received  addressed 
to  the  Board  :  — ■ 

We,  the  undersigned,  customers  of  the  Boston  Gas  Light  Company, 
hereby  complain  of  the  unreasonably  high  prices  charged  for  gas  by 
the  said  company,  and  petition  that  you  will,  acting  under  the  powers 
vested  in  you  by  law,  order  the  Boston  Gas  Company  to  reduce  its  pi'iee 
to  one  dollar  (f  1.00)  per  thousand  feet,  or  to  such  lower  price  as  will 
allow  the  company  to  pay  dividends  not  in  excess  of  ten  per  cent.  (10%) 
annually  upon  its  capital  stock  of  $2,500,000. 

This  was  signed  by  J.  W.  Estabrook  &  Co.  and  nineteen  others. 
On  this  petition  a  public  hearing  was  ordered,  as  the  law  requires  ; 
and,  after  several  continuances  requested  by  the  parties  interested, 
the  case  was  finally  heard  on  the  respondent's  motion  to  dismiss. 
In  this  it  was  claimed  that  the  petition  was  not  signed  by  twenty 
customers  of  the  company,  as  required  by  law,  certain  of  the 
signers  not  being  at  the  time  of  signing,  or  thereafter  at  any  time, 
customers  of  the  respondent. 

The  ground  alleged  being  supported  by  the  facts  presented,  the 
motion  to  dismiss  was  allowed.  , 

Petition  of  Consumers  v.  Chelsea  Gas  Light  Company. 

This  was  a  petition  by  the  mayor  and  other  citizens  of  Chelsea 
against  the  Chelsea  Gas  Light  Company.  It  asked  that  the  com- 
pany be  required  to  improve  the  quality  of  the  electric  light,  to 
supply  such  light  at  all  hours  of  the  day,  and  to  reduce  the  price 
of  electric  light  and  of  gas.  The  petition  was  filed  Jan.  29, 
1890,  and  a  public  hearing  in  Chelsea  was  ordered  for  February 
26,  but  the  case  was  continued  from  time  to  time,  at  the  request 
of  the  petitioners,  so  that  the  hearings  were  not  finished  until 
near  the  close  of  that  year. 
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At  the  time  of  filing  the  petition  the  incandescent  electric  lights 
were  run  only  until  midnight,  but  before  the  case  was  fully  heard 
the  company  began  to  supply  these  lights  from  dark  to  daylight, 
and,  as  the  Board  understands,  will  continue  so  to  do.  The  peti- 
tioners, however,  urged  that  the  lights  ought  to  be  supplied  during 
the  remainder  of  every  twenty-four  hours.  To  do  this  would 
require  a  considerable  additional  outlay  for  labor  and  materials. 
At  the  hearings  it  appeared  that  the  desire  for  day  lighting  was 
limited  to  three  or  four  consumers,  who  would  require  in  all  but 
few  lights  ;  one  or  two  others  desired  power  for  small  motors.  If 
current  were  supplied  for  both  purposes,  the  income  would  be  but 
a  small  portion  of  the  cost.  The  loss  from  such  business  would 
probably  be  borne  in  the  end  by  other  consumers,  and  the  Board 
does  not  feel  warranted  in  requiring  the  company  to  incur  it.  It 
believes,  however,  that  as  soon  as  any  substantial  demand  for  elec- 
tric power  appears,  the  company  ought  to  make  special  effort  to 
encourage  its  use,  and  to  begin  its  supply  as  soon  as  it  can  be 
furnished  at  only  a  moderate  loss.  The  small  number  of  lights 
desired  in  the  day-time  might  then  be  supplied  at  but  little 
expense. 

In  the  opinion  of  the  Board  no  general  order  under  this  petition, 
concerning  the  quality  of  the  incandescent  light,  seems  to  be 
demanded  by  the  facts  presented.  Out  of  a  large  number  of  wit- 
nesses but  few  complained  of  poor  lights  ;  by  far  the  greater 
number  expressed  satisfaction  with  them.  The  complaints,  when 
carefully  considered,  seemed  to  be  founded  in  fact,  but  to  be  due 
♦to  a  variety  of  local  causes,  such  as  overloading  of  converters, 
inadequate  wiring,  lights  too  few  or  too  small,  and  bulbs  black- 
ened with  long  use.  In  some  of  these  instances  the  remedy  is  in 
the  hands  of  the  consumer  alone.  In  the  other  cases  it  did  not 
appear  that  the  complaints  had  ever  been  made  at  the  company's 
office.  Upon  learning  of  them  at  the  hearing,  the  company's 
agents  expressed  their  desire  to  remedy  the  troubles  and  any  simi- 
lar ones  thereafter  arising.  It  is  clearly  the  duty  of  a  consumer 
who  has  trouble  with  his  light  to  first  make  complaint  to  the  com- 
pany ;  and  to  this  Board  only  when  such  complaint  fails  to  secure  a 
remedy.     The  authority  of  the  Board  has  been  found  ample  for 
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the  removal  of    any  real   grievance,   although   affecting   only    a 
single  consumer. 

But  little  evidence  was  directed  to  the  question  of  electric  light 
prices.  The  street  lights  are  maintained  at  prices  fixed  by  a  con- 
tract with  the  company  for  a  term  of  years.  It  did  not  appear 
that  the  prices  to  private  consumers  were  higher  than  those 
generally  charged  by  other  companies  making  only  a  fair  profit. 
The  company's  books  show  that  more  than  $80,000  has  been 
invested  in  this  branch  of  its  business,  and  a  careful  investigation 
shows  that  it  has  been  economically  and  carefully  expended.  For 
this  work  the  company  has  incurred  a  debt  of  about  $75,000,  and 
its  electric  business,  with  no  allowance  for  depreciation,  has 
returned  a  profit  of  barely  five  per  cent,  upon  this  sum.  In  view 
of  these  facts  the  Board  believes  it  would  not  be  justified  in 
requiring  a  reduction  in  the  price  of  electric  lights  at  the  present 
time. 

The  evidence  submitted  by  the  petitioners  about  the  price  of 
gas  was  almost  entirely  drawn  from  the  printed  reports  of  the  Board, 
without  the  assistance  of  persons  familiar  with  the  business.  They 
urged,  however,  that  the  several  returns  made  by  the  company,  its 
books  of  account  and  corporate  records,  be  thoroughly  and  care- 
fully examined,  and  that  all  competent  facts  found  therein  be  fully 
considered. 

In  this  examination  the  Board  has  expended  much  time,  and  has 
found  such  work  necessary  for  a  fair  and  impartial  determination 
of  the  important  questions  involved. 

For  several  years  the  dividends  paid  by  the  company  have  been 
only  six  per  cent.,  which  would  be  generally  conceded  to  be  a 
low  rate,  being  in  fact  below  the  average  dividend  of  successful 
companies,  while  the  surplus  profits  applied  to  improvements  have 
not  been  exceptionally  large.  On  the  other  hand,  it  is  a  fact  that 
more  than  a  score  of  companies  in  the  State  have  higher  dividends 
and  lower  prices  for  gas.  It  has  been  necessary,  therefore,  to  care- 
fully study  the  company's  management  in  all  departments,  and  to 
seek  to  discover  whether  improvements  might  not  be  introduced, 
beneficial  to  shareholders  and  consumers  alike.  The  company  now 
enjoys  a  monopoly  of  the   supply  of  gas   and  electric  light.     To 
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preserve  this,  it  must  keep  fully  abreast  with  the  times,  and  must 
employ  all  suitable  methods  and  appliances  for  the  economical 
manufacture  and  distribution  of  its  product ;  its  management 
must  be  no  less  efficient  and  no  more  costly  than  that  of  others, 
and  the  charges  for  depreciation,  improvements  and  profits  must 
be  no  larger  than  in  other  similar  and  successful  companies.  If, 
however,  there  are  local  conditions,  peculiar  in  their  character, 
which  impose  exceptional  burdens,  these  are  to  be  estimated  at 
their  full  value,  and  the  company  should  not  be  required  to  supply 
at  a  lower  price  than  any  other  corporation,  well  equipped  and 
managed,  would  reasonably  demand  for  the  successful  conduct'  of 
a  like  business  in  the  same  territory. 

It  was  urged  by  the  petitioners  that  if  the  works  were  upon  the 
water  front  a  considerable  saving  would  be  made,  and  that  their 
present  location  imposed  upon  the  public  a  needless  burden.  It 
does  not  appear,  however,  that  any  such  location  is  now  available, 
except  at  a  price  much  too  high.  If  such  land  had  been  secured 
when  the  works  were  built,  it  would  now  be  so  valuable  that  the 
interest  on  the  larger  investment,  and  the  additional  taxes,  would 
more  than  offset  any  saving  in  handling  of  coal,  which  is  now 
carted  to  the  works  at  a  net  cost  of  possibly  two  cents  for  each 
thousand  feet  of  gas. 

Gas  in  the  holder  costs  the  Chelsea  company  but  little  more 
than  the  best  companies  charging  lower  prices.  The  excess  is 
not  large  enough  to  be  an  important  factor  in  justifying  the 
difference  in  rates,  and  would  probably  nearly  or  quite  disappear 
after  needed  improvements  in  the  retort  house. 

In  other  departments  of  the  company's  work  the  same  closeness 
of  expenditure  does  not  seem  to  exist.  The  cost  for  taxes 
is  exceptionally  high.  For  every  thousand  feet  of  gas  sold  the 
company  pays,  from  seventy-five  to  one  hundred  per  cent,  more 
for  taxes  than  almost  any  other  company  selling  at  a  lower  price. 
The  expenditure  for  this  purpose  is  greater  than  the  entire 
cost  of  distribution  or  management.  Whether  this  is  due  to  an 
excessive  valuation  or  high  rate  is  immaterial.  The  fact  exists, 
and  becomes  important  in  any  attempt  to  fix  the  price.  While 
this  expense  may  be  assumed  to  be  without  the  company's  control, 
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the  same  cannot  be  said  of  the  cost  of  distribution,  management 
or  capital ;  especially  the  two  former.  These  are  unusually  large 
in  the  Chelsea  company,  and  in  the  opinion  of  the  Board  may  well 
be  reduced  in  the  interest  of  the  consumers. 

The  principal  objection  to  an  earlier  reduction  of  the  present 
price  by  the  company  is  found  in  the  fact  that  to  pay  dividends 
upon  the  present  capital,  even  at  the  low  rate  named,  has  required 
an  amount  from  every  thousand  feet  sold  that  is  larger,  with  but 
few  exceptions,  than  that  required  by  any  other  company  in  the 
State.  The  responsibility  for  this  does  not  rest  upon  the  present 
conservative  management ;  it  has  come  to  them  from  a  former 
administration.  An  injudicious  conversion  of  profits,  or  supposed 
profits,  into  stock  imposes  in  the  end  certain  loss  upon  consumers 
or  future  holders  of  stock.  The  original  issue  of  capital  was  larger 
than  the  fair  cash  value  of  the  plant  secured,  and  twice  in  the  com- 
pany's history  it  has  distributed  among  its  shareholders  new  capital, 
for  which  it  has  received  no  equivalent  in  permanent  improve- 
ments ;  and  although  neither  increase  was  large,  the  total  has 
become  burdensome.  Only  by  a  steady  adherence  to  an  opposite 
policy  are  the  best  companies  in  the  State  now  able  to  maintain  lib- 
eral dividends  and  low  rates  for  gas. 

In  the  opinion  of  the  Board  the  amount  per  thousand  feet 
required  of  consumers  in  Chelsea  for  dividends  ought  to  be  reduced. 
The  price  suggested  is  based  upOn  these  considerations,  and,  in 
view  of  the  entire  history  of  the  company,  seems  fair  and  just  to 
all  concerned.  If,  in  maintaining  this  price,  it  shall  become 
necessary  to  reduce  the  rate  of  dividend  until  the  consumption  of 
gas  shall  be  increased,  or  cost  in  holder  and  leakage  loss  be  reduced 
through  improvements  in  plant,  such  course  will,  nevertheless, 
give  added  strength  to  the  corporation  and  greater  permanency 
and  steadiness  to  the  value  of  stock. 

The  Board  recommended  that,  from  and  after  the  first  day  of 
July,  1891,  the  price  of  gas  in  Chelsea  be  so  reduced  that  the 
net  rate  charged  shall  not  exceed  $1.75  per  thousand  feet  to  cus- 
tomers using  not  less  than  four  hundred  thousand  feet  per  year, 
and  $1.80  per  thousand  to  all  others. 

This  decision  was  communicated  to  the  company  on  May  6,  and 
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on  May  13  the  directors  voted  to  adopt  the  recommendations  of 
the  Board  and  to  fix  the  price  of  gas  in  accordance  therewith. 


Easthampton  Gas  Company,  Petitioner. 

This  was  an  application  of  the  Easthampton  Gas  Company  for 
authority  to  engage  in  the  business  of  generating  and  furnishing 
electricity  for  light  and  power. 

A  public  hearing  was  held  at  Easthampton,  Feb.  6,  1891,  in  ac- 
cordance with  the  notice  published  in  the  local  newspaper,  and 
served  on  the  town,  the  petitioner  and  the  People's  Electric  Com- 
pany. The  companies  were  represented  by  their  presidents,  and 
the  town  by  one  of  the  selectmen,  who  made  no  objection  to  the 
granting  of  the  petition  on  the  part  of  the  town.  A  considerable 
number  of  citizens  were  in  attendance,  one  or  two  of  whom  were 
heard  in  opposition  to  the  proposed  consolidation.  The  opinion 
generally  expressed  by  those  present  was  in  favor  of  it,  and  all 
showed  a  desire  for  the  continuance  of  the  electric  lights  in  the 
streets. 

By  the  evidence  it  appeared  that  the  capital  of  the  petitioning 
company  was  over  $30,000,  and  that  of  the  People's  Electric  Com- 
pany $5,000.  The  latter  company  was  supplying  about  thirty-five 
arc  lamps  for  lighting  the  streets  of  the  village,  which  comprised 
a  population  of  about  3,000.  The  Electric  Company  owned  no 
land  or  steam  plant  but  hired  its  power. 

Both  companies  have  the  same  clerk,  and  the  same  men  con- 
stitute a  majority  of  the  directors  in  each.  The  belief  expressed 
by  them  that  the  gas  company  could  more  economically  manage 
the  electric  lighting  rests,  in  the  opinion  of  the  Board,  on  a  sound 
basis.  The  electric  business  is  small  and  inadequate  for  the 
proper  support  of  a  separate  company.  From  inspection  of  the 
premises  it  appeared  that  the  gas  works  were  suitably  situated 
with  vacant  land  adjacent  available  for  an  electric  plant. 

Some  fear  was  manifested  that,  in  case  the  petition  should  be 
granted,  the  price  of  electric  light  would  be  raised,  and  that  the 
gas  company  would  not  be  willing  to  supply  incandescent  lights. 
It  will  be  remembered  that  the  petitioner  gave  assurance  at  the 
hearing  that  the  price  would  not  be  increased  ;  and  the  Board  can 
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see  no  reason  why  the  price  should  be  raised  as  the  result  of  con- 
solidation. If  it  believed  such  to  be  the  end  sought,  the  petition 
would  be  dismissed.  Attention  was  called  to  the  statutes  which 
enable  the  Board  to  fix  the  price  of  light,  and  to  the  provisions 
under  which  it  would  have  the  power  to  require  the  consolidated 
company,  as  it  can  now  the  separate  companies,  to  supply  gas, 
and  incandescent  as  well  as  arc  lights,  to  those  justly  entitled  to 
them. 

There  was  some  difference  of  opinion  among  the  directors  of 
the  gas  company  upon  the  advisability  of  increasing  the  capital 
stock  in  case  of  consolidation.  It  was  admitted  that  the  credit  of 
the  company  was  good,  and  that  it  could  borrow  at  a  low  rate  of 
interest.  Its  last  dividend  was  eight  per  cent.  Well  aware  that 
an  undue  enlargement  of  capital  in  such  cases  is  likely  to  obstruct 
the  benefits  which  otherwise  might  result  from  a  union  of  the  com- 
panies, the  Board  intimated  that  its  action  would  depend,  in  some 
degree,  upon  the  amount  of  capital  proposed,  and  requested  more 
definite  information  after  further  deliberation  on  the  subject  by 
the  company.  The  votes  of  the  stockholders,  which  were  put  in 
evidence,  in  reference  to  engaging  in  the  electric  business  and 
obtaining  authority  so  to  do,  were  faulty  and  not  sufficiently  ex- 
plicit to  meet  the  requirements  of  the  statute.  Furthermore,  the 
companies  had  entered  into  no  agreement  in  writing,  such  as  the 
Board  in  previous  cases  had  deemed  an  essential  condition,  setting 
forth  the  terms  of  consolidation,  although  it  appeared  that  they 
had  come  to  a  verbal  understanding. 

The  hearing  was  formally  closed,  but  the  consideration  of  the 
case  was  postponed  to  allow  the  companies  time  for.  such  further 
action  as  they  might  deem  expedient. 

The  stockholders  of  the  gas  company  have  held  another  meet- 
ing and  passed  the  requisite  votes.  The  directors  have  decided 
that  it  is  inexpedient  to  increase  the  capital  stock,  and  have 
authorized  the  treasurer  to  borrow  the  funds  necessary  to  pur- 
chase the  existing  electric  plant.  A  binding  contract  was  also 
executed  for  the  sale  and  transfer  of  the  franchises,  property 
and  shares  of  stock  of  the  People's  Electric  Company  to  the 
gas  company. 

In  view  of  these  additional  facts,  and  under  all  the  circumstances 
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of  the  case,  the  Board  believed  the  petition  should  be  granted,  and 
so  ordered. 

Methuen. 

The  petition  of  the  Lawrence  Gas  Company  for  authority  to 
engage  in  the  business  of  furnishing  electricity  for  light  and 
power  in  the  town  of  Methuen,  the  appeal  of  the  Methuen  Gas 
Light  Company  from  the  refusal  of  the  selectmen  to  grant  it  per- 
mission to  erect  poles  and  run  wires  in  the  streets  of  Methuen, 
and  the  appeal  of  the  Lawrence  Gas  Company  from  the  decision 
of  the  selectmen  of  Methuen  giving  permission  to  George  H. 
Drew  and  others  to  dig  up  the  streets  for  the  purpose  of  laying 
pipes  for  gas  and  erecting  poles  for  electric  wires,  were  heard 
together  at  the  town  hall  in  Methuen. 

Notice  of.  the  hearing  was  published  in  the  "  Methuen  Tran- 
script," and  mailed  to  all  the  parties  named.  The  selectmen  were 
present  and  the  Lawrence  Gas  Company  was  represented  by 
counsel.  No  one  appeared  for  the  Methuen  Gas  Light  Company, 
or  for  George  H.  Drew  and  associates. 

It  is  important  to  note  the  order  of  events  to  which  the  attention 
of  the  Board  was  directed. 

By  chapter  49  of  the  Acts  of  1877,  the  Lawrence  Gas  Company 
was  authorized  to  extend  its  pipes  and  to  supply  gas  in  Methuen, 
and  was  engaged  in  so  doing  at  the  time  of  the  application  of 
Messrs.  Drew  and  others  to  the  selectmen. 

Nov.  12,  1887,  the  Board  authorized  the  Lawrence  Gas  Com- 
pany to  supply  electric  light  in  Lawrence,  and  on  June  17,  1889, 
the  company  applied  for  authority  to  supply  electric  light  in 
Methuen. 

June  22,  1889,  George  H.  Drew  and  others,  who  stated  it  as 
their  intention  to  organize  the  Methuen  Gas  Light  Company,  were 
granted  permission  by  the  selectmen,  without  a  public  hearing,  to 
do  all  things  necessary  to  conduct  in  said  town  the  business  of 
supplying  gas  and  electric  light :  but,  upon  the  condition  expressed 
in  the  grant,  the  works  were  to  be  constructed  and  ready  for  oper- 
ation within  one  year.  From  this  grant  the  Lawrence  Gas 
Company  took  the  appeal  referred  to  above. 

Sometime  prior  to  July  3,  1890,  the  Lawrence  Gas  Company 
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petitioned  the  selectmen  of  Methuen  for  authority  to  erect  and 
maintain  poles  and  wires  for  electric  lighting,  and  to  lay  pipes  for 
supplying  gas,  the  former  permission  having  been  lost  and  no 
record  of  its  issue  appearing  upon  the  records  of  the  selectmen. 
After  a  public  hearing  on  this  petition  on  July  22,  the  selectmen 
on  August  2  granted  permission  to  the  company  to  lay  and  maintain 
pipes  for  gas,  and  September  6  permission  to  erect  and  maintain 
poles  and  wires  for  electric  lighting,  each  grant  being  subject  to 
certain  conditions. 

July  15,  1890,  the  Methuen  Gas  Light  Company,  composed 
apparently  of  persons  other  than  those  mentioned  above,  having 
completed  its  organization,  applied  to  the  selectmen  for  leave  to 
erect  and  maintain  poles  and  wires  for  electric  lighting.  On  Sep- 
tember 6  the  application  was  refused,  and  the  petitioners  appealed 
to  this  Board. 

It  was  shown  that,  up  to  the  time  of  the  hearing,  nothing  had 
been  done  by  George  H.  Drew  and  associates  toward  complying 
with  the  conditions  of  their  permit,  and  the  selectmen  unanimously 
expressed  a  wish  that  the  grant  should  not  stand. 

An  examination  showed  that  the  Lawrence  Gas  Company  had 
surplus  electrical  apparatus  ample  to  supply  the  present  needs  of 
Methuen,  that  no  additional  outlay  would  be  needed  except  for  line 
construction,  and  that  there  would  be  no  necessity  for  any  new 
capital  stock.  The  wires  of  the  Lawrence  company  already  extended 
to  the  Methuen  line,  and  but  a  short  extension  would  be  needed  to 
supply  all  the  lights  which  were  likely  to  be  demanded.  The 
company  had  fully  complied  with  the  conditions  accompanying  the 
grant  to  lay  gas  mains,  and  would  be  easily  able  to  do  the  same 
with  those  in  the  grant  to  construct  electric  lines. 

No  appeal  was  taken  from  either  grant  to  the  Lawrence  company, 
and  the  right  of  this  company  to  lay  gas  mains  in  Methuen  had 
thereby  become  vested,  and  the  Board  had  no  power  to  overrule  or 
defeat  it. 

It  was  conceded  that  no  second  company  could  successfully 
compete  with  it  in  the  supply  of  gas  or  electricity  in  this  territory. 
Upon  a  full  examination,  the  Board  was  satisfied  that  the  Lawrence 
company  possessed  every  facility  for  supplying  the  people  of 
Methuen  with  electric  lights  of  superior  quality,  and  at  lower  rates 
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than  could  reasonably  be  expected  of  a  small  company  operating 
only  in  Methuen. 

It  was  accordingly  voted  to  grant  the  petition  of  the  Lawrence 
Gas  Company,  to  dismiss  the  appeal  of  the  Methuen  Gas  Light 
Company,  and  that  the  appeal  from  the  decision  of  the  selectmen 
upon  the  petition  of  George  H.  Drew  and  others  be  sustained,  and 
the  authority  thereby  granted  be  revoked. 

Northampton  Electric  Lighting  Company,  Appellant. 
This  was  an  appeal  by  the  Northampton  Electric  Lighting  Com- 
pany from  permission  given  by  the  mayor  and  aldermen  of  North- 
ampton, March  20,  1891,  to  H.  C.  Hawks,  as  follows  :  — 

"  Voted,  To  grant  permission  to  H.  C.  Hawks  of  Boston,  Mass.,  to  use 
the  streets  of  the  city  for  the  erection  of  poles  and  stringing  electric 
wires,  both  for  city  and  commercial  uses." 

The  appeal  was  filed  March  23,  1891,  notice  issued  March  31, 
and  the  case  was  heard  April  17,  in  Northampton.  The  appellant 
and  Mr.  Hawks,  the  appellee,  were  represented  by  their  respective 
counsel,  and  the  city  solicitor  appeared  in  support  of  the  action  of 
the  mayor  and  aldermen. 

The  city  contains  about  15,000  population,  and  has  a  gas  com- 
pany and  one  electric  light  company,  the  appellant,  incorporated 
in  1886.  Since  the  electric  lighting  company  began  business  it  has 
lighted  the  streets  with  arc  lamps.  Its  last  contract  having 
expired  April  1,  1891,  it  is  now  supplying  the  same,  93  in  number, 
temporarily  at  the  request  of  the  city.  It  has  also  furnished 
commercial  lights,  both  arc  and  incandescent,  to  all  desiring  the 
same. 

In  response  to  an  invitation  by  the  city,  proposals  were  made, 
in  the  early  part  of  the  year,  to  do  the  public  lighting  on  the  basis 
of  supplying  90  to  110  arc  lamps  of  1,200  nominal  candle  power, 
for  a  term  of  five  years,  burning  from  dark  to  midnight  according 
to  the  moon  schedule,  so-called,  or  about  twenty-five  nights  each 
month.  The  appellee,  by  proposal  dated  Feb.  19,  1891,  offered 
to  supply  them  at  $58.50  each,  the  firm  of  J.  E.  Lambie  &  Co.  of 
said  city,  for  about  the  same  price,  and  the  appellant  for  $70  each. 

But  the  offer  of  the  appellee  was  based  on  the  further  express 
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consideration  that  he  should  receive,  according  to  his  understand- 
ing of  it,  a  valid  and  perpetual  franchise  to  use  the  streets  of  the 
city  for  the  erection  of  poles  and  stringing  wires  for  the  supply  of 
electric  lights  to  private  customers  as  well  as  to  the  city.  And 
such,  it  is  evident  from  the  broad  language  of  the  vote  above 
quoted,  the  city  intended  to  give.  A  contract,  bearing  date  April 
17,  1891,  the  day  of  the  hearing,  was  executed  by  the  appellee 
and  the  city,  acting  through  its  committee,  in  substantial  con- 
formity with  his  offer,  the  lights  to  be  supplied  within  six  weeks 
"  after  the  acceptance  of  said  contract  by  said  city-government." 

Although  the  committee  by  the  vote  put  in  evidence  was  author- 
ized to  contract  with  a  "  company,"  it  will  be  assumed  that  the 
city  would  accept  the  contract  should  such  further  action  be 
deemed  necessary. 

For  the  purpose  of  considering  the  wisdom  and  legality  of  the 
grant  to  the  appellee,  the  evidence  in  the  case  should  be  carefully 
examined.  To  persons  familiar  with  the  history  of  electric  light- 
ing, the  difference  in  price  between  the  bids  of  the  appellant  and 
the  appellee  would  seem  a  low  estimate  of  the  value  for  all  pur- 
poses, commercial  and  speculative,  of  such  a  franchise.  The 
appellee  testified  that  he  should  retain  an  interest  in  the  plant  dur- 
ing the  five  years,  but  would  not  operate  it  personally,  as  he 
should  continue  in  his  present  business  ;  that  other  parties  were  to 
own  it  with  him  and  furnish  the  capital.  The  names  or  residence 
of  these  parties  he  declined  to  give,  though  earnestly  requested  to  do 
so.  He  stated  that  he  expected  to  supply  both  arc  and  incandescent 
lights  to  private  consumers,  and  that  without  the  right  to  do  so  he 
would  ,be  unwilling  to  accept  the  contract  for  the  public  lighting. 
There  are  reasons,  some  of  which  have  been  stated  by  the  Board 
in  a  former  case,  why  the  permission  to  the  appellee  is  unwise. 
Admitting,  what  is  extremely  doubtful,  that  the  statutes  ever 
intended  that  an  individual  should  be  given  the  right  to  occupy 
the  streets  for  the  purpose  of  doing  a  general  lighting  business, 
he  certainly  ought  not  to  transfer  his  license.  The  permission  is 
personal  to  him.  Such  rights  should  be  held  and  exercised  by 
persons  whose  names  and  residence  are  known,  so  that  they  can 
readily  be  found  if  need  be.  The  names  should  appear  in  the 
grant.     The  real  persons  in  interest,  the  actual  owners,  should  be 
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declared,  as  they  are  the  ones  who  are  and  ought  to  be  held 
responsible  for  negligence  or  misfeasance.  Once  admit  that  the 
right  is  assignable  by  sale,  levy,  devise  or  inheritance,  it  may 
then  pass  into  the  possession  of  persons  wholly  unreliable  and 
unfit  to  perform  the  duties  pertaining  to  it.  Permanent  grants  of 
such  a  nature  are  best  vested  in  some  corporate  continuing  body. 

It  is  difficult  to  consider  the  accepted  proposal  apart  from  the 
purchase  of  the  franchise,  but  it  may  be  due  the  parties  and  the 
public  to  examine  the  case  in  its  general  bearings. 

As  appeared  by  the  evidence,  the  plant  of  the  appellant  com- 
pany is  not  only  sufficient  for  its  present  work,  city  and  com- 
mercial, but  is  capable  of  supplying  1,000  additional  incandescent 
lights  and  25  more  arc  lights.  It  was  not  seriously  alleged  at  the 
hearing  that  its  equipment  was  faulty,  that  its  price  for  incan- 
descent light  was  too  high,  that  its  management  had  been 
extravagant,  or  its  dividends  excessive. 

The  appellee  proposed  to  erect  and  equip  a  new  plant  adequate 
for  all  the  street  lighting,  and  for  the  commercial  lighting  so  far 
as  he  may  obtain  it,  using  water  power,  and  charging  private 
consumers  the  same  price  as  the  city  for  arc  lights.  It  did  not 
appear  that  his  price  for  incandescent  light  would  be  less  than 
that  paid  to  the  appellant.  While  it  is  true  that  electrical  appa- 
ratus can  be  bought  more  cheaply  now  than  in  1886,  it  is  believed 
that  a  plant  capable  of  doing  the  street  and  commercial  lighting 
would  cost  considerably  above  the  estimate  of  the  appellee. 
Although  he  had  made  no  contract  therefor,  the  appellee  testified 
that  he  could  obtain  water  power,  supplemented  with  steam,  for  a 
term  of  five  years,  at  the  rate  of  $25  per  horse  power  a  year. 
Even  on  this  basis  the  estimate  of  operating  expenses  submitted  to 
the  Board  by  the  appellee  assures  no  adequate  profit  on  the  street 
lighting,  omitting  as  it  does  real  estate  or  rent  of  premises, 
insurance,  cost  of  superintendence,  taxes  and  other  expenses,  and 
some  of  the  items  included  are  much  smaller  than  are  found  in 
actual  practice. 

There  being  so  many  resident  stockholders  of  the  electric 
lighting  company  it  is  evident  that  the  appellee  would  at  best  get 
but  a  share  of  the  incandescent  business.  There  would  then  be 
two   plants,  each    doing  a  portion  of  the  lighting,   and  neither 
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yielding  its  owners  a  fair  profit,  if  any.  The  saving  of  $5,000  or 
$6,000  in  the  expenses  of  the  city  during  the  five  years  life  of  the 
contract,  while  a  considerable  sum,  is  of  little  importance  when 
compared  with  the  waste  and  loss  which  must  follow  the  unnecessary 
duplication  of  plants  and  a  profitless  contest  for  that  period.  It  is 
a  just  principle,  clearly  acknowledged  in  the  recent  statute  author- 
izing municipal  lighting,  that  capital  wisely  expended  for  the 
purpose  of  supplying  the  public  needs  is  entitled  to  be  protected 
against  destructive  competition,  even  by  a  municipality.  The 
rights  and  interests  of  the  city,  the  stockholders  and  the  citizens 
ought  to  be  considered  together,  and  the  consumers  in  the  end  are 
thereby  the  gainers. 

The  history  of  electric  lighting  in  Northampton,  as  shown  by 
the  evidence,  is  instructive.  About  five  years  ago  there  were  two 
rival  electric  plants  in  operation  in  that  city.  After  a  few  months 
of  sharp  competition,  low  prices  and  no  profits,  some  of  the 
stockholders  of  the  appellant  company,  at  their  own  expense,  and 
presumably  to  give  value  to  their  stock,  bought  and  removed  the 
other  plant.  A  like  result  would  probably  follow  a  similar  experi- 
ment. The  Board  believes  that  the  Legislature  intended,  by  the 
recent  acts,  that  all  the  reasonable  and  permanent  advantages  of 
competition  are  to  be  gained  through  the  regulating  powers  thereby 
conferred  upon  it.  The  statutes  assume  that  cities  and  towns, 
as  well  as  private  citizens,  are  entitled  to  light  at  reasonable 
prices.  The  only  avowed  object  in  granting  the  franchise  ap- 
pealed from  was  to  secure  a  reduction  in  rates.  The  mayor  alone 
or  twenty  customers,  if  the  price  is  thought  too  high,  may  bring 
petition  before  the  Board,  asking  that  the  price  be  reduced.  This 
remedy  ought  to  be  invoked,  if  the  existing  company  has  suitable 
equipment  and  is  well  managed,  before -the  community  is  subjected 
to  the  danger  and  inconvenience  of  a  second  system  of  poles 
and  wires.  Any  lack  of  apparatus,  or  waste  in  the  methods  of 
business,  any  unnecessary  cost  of  power,  —  indeed,  everything 
relating  to  the  economy  and  quality  of  the  work  of  a  company 
are  rightfully  taken  into  account  in  fixing  the  price. 

If  it  is  clearly  made  to  appear  that,  by  different  manipulation 
or  by  the  use  of  other  kinds  of  power,  machinery  or  materials,  a 
considerable  saving  can  be  effected,  and  that  these  improvements 
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might  be  adopted  by  a  new  company,  it  would  compel  the  inquiry 
whether  the  present  one  might  not  fairly  be  expected  to  acquire 
them,  or  submit  to  prices  based  on  their  possession. 

In  reviewing  the  facts  in  this  case,  the  Board  could  discover  no 
just  ground  for  establishing  another  plant  in  the  city  at  the  present 
time.  The  Board  therefore  sustained  the  appeal,  and  revoked  the 
permission  granted  by  the  mayor  and  aldermen. 

Municipal  Ownership. 

Chapter  370  of  the  Acts  of  1891,  entitled  "An  Act  to  enable 
cities  and  towns  to  manufacture  and  distribute  gas  and  electricity," 
commonly  called  the  municipal  ownership  law,  will  be  found  in  the 
appendix. 

The  Board  has  endeavored,  by  the  means  at  its  command,  to 
ascertain  what  action  has  been  taken  throughout  the  Common- 
wealth in  respect  to  the  business  contemplated  by  the  act. 

There  are  210  towns  and  cities  in  the  State  with  a  population  of 
1,500  or  more,  and  official  information  has  been  received  from  205 
of  these.     It  appears  that  180  towns  have  taken  no  action. 

The  towns  of  Framingham,  Norwood,  Hiugham,  Plymouth  and 
"Wellesley  have  appointed  committees  to  investigate  the  subject. 

In  the  city  of  Maiden  an  order  was  adopted  by  the  common 
council  Oct.  15,  1891,  for  the  appointment  of  a  committee  "to 
ascertain  if  it  be  expedient  for  Maiden  to  adopt  municipal  light- 
ing," but  this  order  was  tabled  in  the  board  of  mayor  and 
aldermen.  « 

The  city  council  of  Brockton,  by  concurrent  votes,  passed  the 
following  resolution  which  was  approved  by  the  mayor  Sept.  15, 
1891:  — 

Whereas,  Under  the  provisions  of  chapter  370  of  the  Acts  of  1891, 
cities  have  been  authorized,  after  certain  prescribed  municipal  action,  to 
establish  plants  for  the  manufacture  or  distribution  of  gas  or  electricity 
for  furnishing  light  for  municipal  use  or  for  the  use  of  such  inhabitants 
as  may  require  and  pay  for  the  same ;  and 

Whereas,  In  our  opinion  this  city  should  not  delay  in  the  taking  of  the 
preliminary  steps  prescribed  in  said  act,  towards  what  we  think  will  prove 
of  gTeat  benefit  to  the  city  and  its  inhabitants :  — 

Resolved,  That,  in  the  opinion  of  the  city  council  of  the  city  of  Brock- 
ton, it  is  expedient  to  exercise  the  authority  so  conferred  in  said  chapter 
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Both  branches  of  the  city  council  of  Chicopee,  by  concurrent 
votes,  Nov.  23  and  30,  1891,  passed  the  followiug : — 

Voted,  That  it  is  expedient  for  the  city  of  Chicopee  to  construct,  pur- 
chase or  establish  and  maintain  within  its  iimits,  one  or  more  plants  for 
the  manufacture  and  distribution  of  electricity  for  furnishing  light  for 
municipal  use,  and  for  the  use  of  such  of  its  inhabitants  as  may  require 
and  pay  ior  the  same. 

The  town  of  Everett  has  had  a  series  of  adjourned  town  meet- 
ings where  one  of  the  articles  to  be  acted  on  was  the  question  of 
the  establishment  of  an  electric  plant,  but  a  final  adjournment  was 
had  without  acting  on  that  subject.  A  warrant  for  a  new  town 
meeting  on  Jan.  26, 1892,  has  been  ordered,  which  contains  an  arti- 
cle calling  for  a  vote  upon  this  question. 

At  a  meeting  of  the  legal  voters  of  Marblehead,  June  22,  1891, 
it  was  voted,  180  to  8,  "that  it  is  expedient  to  exercise  the 
authority  conferred  by  the  act,"  and  a  committee  was  elected  "to 
consider  the  requirements  of  the  town,  in  the  matter  of  an  electric 
plant,  and  to  report  as  to  cost  of  the  same  with  recommendations 
as  to  the  s}Tstem  to  be  adopted."  This  committee  is  to  report  at 
the  annual  meeting  in  March,  1892. 

At  the  last  annual  meeting  in  Methuen,  there  was  an  article  in 
the  warrant  to  see  what  action,  if  any,  the  town  would  take  towards 
the  establishment  of  an  electric  light  plant,  but  it  was  voted,  113 
to  50,  to  pass  over  the  article.     No  other  action  has  been  taken. 

At  a  town  meeting  in  North  Attleborough,  June  30,  1891,  the 
warrant  contained  an  article  relative  to  adopting  the  provisions  of 
the  act,  which  was  acted  upon  favorably  by  a  vote  of  206  to  35. 

At  a  special  town  meeting  in  Beading,  Oct.  2,  1891,  it  was 
voted,  94  to  14,  that  "it  is  expedient  for  the  town  to  exercise  the 
authority  conferred  by  the  act." 

In  Spencer,  at  a  meeting,  July  21,  1891,  the  following  article 
was  in  the  warrant :  "  to  see  if  the  town  will  vote  that  it  is  expe- 
dient to  exercise  the  authority  conferred  by  the  act."  Under  this 
article  the  matter  was  referred  to  a  committee,  and  no  further 
action  taken  until  October  6,  when  on  a  similar  article  the  vote 
was  3  yes  to  283  no. 

At  the  annual  meeting  in  Weymouth,  March  4,  1889,  the  subject 
of  the  establishment  by  the  town  of  an  electric  light  plant  was 
considered  but  "  indefinitely  postponed." 
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In  Fall  River,  a  committee  having  reported  on  Oct.  5,  1891, 
against  the  advisability  of  establishing  a  municipal  plant,  the  city 
council  adopted  the  recommendations  of  the  committee. 

At  a  town  meeting  in  Whitman  on  Dec.  30,  1891,  it  was  voted, 
57  to  5,  that  it  was  expedient  for  the  town  to  exercise  the  author- 
ity conferred  in  section  1,  chapter  370  of  the  Acts  of  the  Legisla- 
ture of  Massachusetts  for  the  year  1891,  "  to  purchase,  establish 
and  maintain  within  its  limits  a  plant  for  the  manufacture  and 
distribution  of  electricity  for  furnishing  light  for  municipal  use 
and  for  the  use  of  such  of  its  inhabitants  as  may  require  and  pay 
for  the  same,"  as  provided  for  in  said  chapter.  A  committee  was 
also  appointed  to  consider  the  question  and  report  at  a  future 
meeting. 

At  a  town  meeting  in  Hudson  on  July  1,  1891,  it  was  voted, 
30  to  7,  to  exercise  the  authority  conferred  by  the  act,  and  on 
Sept.  2,  1891,  a  similar  vote  was  passed,  60  to  11.  At  a  meeting 
on  September  16,  a  committee  was  appointed  "to  investigate 
relative  to  the  entire  subject  of  municipal  lighting  by  gas  or  elec- 
tricity." On  November  11  a  majority  of  this  committee  reported, 
"recommending  to  the  citizens  of  this  town  that  as  a  corporate 
body  their  best  interests  demand  that  they  do  not  embark  in  the 
business  of  electric  lighting,"  and  it  was  voted,  84  to  60,  to  adopt 
this  report. 

In  Wakefield,  March  6,  1891,  the  selectmen  were  instructed  to 
petition  the  Legislature  "  for  authority  to  build  a  gas  or  electric 
light  plant,  or  both,  with  authority  to  manufacture  light  for  public 
use  and  also  to  sell  light  for  private  use."  On  July  9  it  was  voted, 
216  to  26,  "  expedient  for  the  town  to  exercise  the  authority  con- 
ferred by  chapter  370  of  the  Acts  of  1891."  On  Nov.  3,  1891, 
the  selectmen  were  instructed  "  to  petition  the  Legislature  to  enact 
a  special  law  empowering  the  town  of  Wakefield  to  erect  a  plant 
for  the  purpose  of  generating  electric  light  for  municipal,  commer- 
cial and  individual  purposes,  without  purchasing  any  existing 
plant."  At  a  meeting  November  3,  the  selectmen  were  made  a 
committee  "to  confer  and  negotiate  with  the  Citizens'  Gas  Light 
Company  to  ascertain  for  what  amount  and  upon  what  terms  said 
company  will  sell  its  gas  and  electric  light  plant,  or  any  part 
thereof,  to  the  town  and  what  it  will  cost  the  town."      At  an  ad- 
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journment  of  this  meeting  on  November  17,  the  selectmen  reported 
that  they  had  conferred  with  the  Citizens'  Gas  Light  Company  and 
th'at  "the  town  could  purchase  its  plant  for  §140,000."  No 
further  action  was  taken. 

In  Melrose,  at  a  meeting  March  3,  1890,  a  committee  was  ap- 
pointed to  investigate  "  in  relation  to  establishing  an  electric  light 
plant."  At  an  adjournment,  March  24,  the  committee  reported 
favorably,  and  were  directed  "  to  investigate  farther  with  the 
special  view  of  ascertaining  what  legal  objections,  if  any,  existed." 
The  committee  petitioned  the  Legislature  for  a  special  act  giving 
the  town  "  authority  to  establish  or  build  a  gas  or  electric  plant,  or 
both,  and  sell  light  for  public  and  private  use  ;  "  and  at  a  town 
meeting  on  Feb.  16,  1891,  this  action  was  approved,  and  a  com- 
mittee appointed  to  urge  the  passage  of  the  bill.  The  town  also 
by  unanimous  vote  endorsed  the  legislative  petition  for  a  general 
law.  The  committee  previously  appointed  has  not  been  discharged 
but  has  made  verbal  report  favorable  to  the  project.  At  a  meeting, 
June  8,  it  was  by  vote  of  11  to  1  "declared  expedient  for  the 
town  to  exercise  the  authority"  conferred  by  the  municipal  owner- 
ship act,  and  "  the  committee  on  electric  lighting  was  directed  to 
inquire  and  report  whether,  in  their  judgment,  it  is  expedient  and 
desirable  for  the  town  to  erect  and  maintain  a  plant  for  the  genera- 
tion and  distribution  of  electricity  for  public  and  private  lighting  ; 
also,  what  will  be  the  probable  cost  of  a  complete  electric  light 
plant  suitable  for  the  necessities  of  the  town."  At  the  meeting  of 
Nov.  3,  1891,  under  an  article  (No.  II.)  in  the  warrant,  "  to  see 
if  the  town  will  accept  the  provisions  of  chapter  370,  Acts  of 
1891,  and  pass  any  votes  in  connection  therewith  which  maybe 
deemed  expedient,"  the  following  votes  were  passed  :  — 

That  further  consideration  of  Art.  II.  be  postponed  to  an  adjourned 
session  of  this  meeting,  to  be  held  the  same  evening  as  the  next  town 
meeting  shall  be  held  for  the  transaction  of  town  business  ; 

That  this  meeting  be  adjourned  until  the  evening  when  the  next  town 
meeting  shall  be  held  for  the  transaction  of  town  business,  said  meeting 
to  be  called  to  order  thirty  minutes  before  the  time  designated  for  the 
next  town 'meeting  held  in  the  evening  for  the  transaction  of  town 
business ; 

That  the  selectmen  be  instructed  to  insert  in  the  warrant  for  the  next 
meeting  called  for  the  transaction  of  town  business,  an  article  covering 
such  action  of  the  town  as  may  be  necessary  to  carry  into  effect  an  ac 
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entitled :   "  An  Act  to  enable  cities  and  towns  to  manufacture  and  dis- 
tribute gas  or  electricity. " 

The  Board  is  informed  that  these  votes  were  passed  to  give  tLte 
committee  time  to  investigate  still  further  and  report  a  plan  ;  also 
to  make  sure  that,  having  placed  the  article  in  the  warrant  and 
before  the  people,  it  might  not  be  construed  as  a  failure  to  act 
under  the  law. 

March  27,  1890,  the  city  council  of  New  Bedford  adopted  an 
order  appointing  a  committee  "  for  the  purpose  of  investigating  as 
to  the  cost  of  establishing,  maintaining  and  operating  an  electrical 
plant  in  this  city,  for  the  purpose  of  supplying  the  several  depart- 
ments, including  the  streets,  with  electric  lights  ;  also  to  obtain 
information  regarding  the  experience  of  other  cities,  and  any  other 
knowledge  relating  thereto."  Sept.  11,  1890,  they  made  a  report 
from  which  it  apeared  that  they  were  not  prepared  to  recommend 
the  construction  of  a  plant  by  the  city.  The  report  was  received 
and  filed,  in  concurrence,  and  no  action  has  since  been  taken. 

The  town  of  Peabody  voted  on  June  18,  1891,  614  to  87,  and 
again  on  Aug.  20,  1891,  551  to  22,  that  it  was  "  expedient  for  the 
town  to  exercise  the  authority  conferred  in  section  1,  chapter  370 
of  the  Acts  of  1891,  to  construct,  establish  and  maintain  within  its 
limits  a  plant  for  the  manufacture  and  distribution  of  electricity 
for  furnishing  light  for  municipal  use  and  for  the  use  of  such  of 
its  inhabitants  as  may  require  and  pay  for  the  same,  as  provided 
in  said  chapter."  On  the  latter  date  a  committee  was  appointed 
to  ' '  investigate  what  further  action  should  be  taken  by  the  town 
for  the  purpose  of  establishing  in  the  town  a  plant  for  the  manu- 
facture and  distribution  of  electricity  for  use  in  lighting  the 
streets  and  public  buildings  of  the  town,  and  to  report  a  suitable 
location  for  such  plant,  and  the  cost  of  establishing,  maintaining 
and  operating  the  same."  At  a  meeting  Sept.  29,  1891,  the  com- 
mittee reported,  recommending  "that  the  sum  of  $47,000  be 
appropriated  for  the  purpose  of  establishing  an  electric-light 
plant ;  that  a  committee  of  five  be  appointed  with  full  power ; 
that  the  town  authorize  them  to  buy  land,  set  poles,  string  wires 
in  the  streets,  to  take  stone  and  material  for  grading  from  the 
gravel  pit  owned  by  the  town,  and  do  all  other  acts  necessary  to 
be  done  ;  that  the  town  treasurer  be  authorized,  with  the  approval 
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of  the  selectmen,  to  hire  for  this  purpose  the  sum  of  $47>000  in 
such  manner  and  on  such  terms  as  they  deem  best  for  the  town." 
It  was  voted,  2.25  to  10,  to  adopt  the  recommendations.  The  mat- 
ter of  incandescent  lighting  was  referred  to  the  same  committee, 
to  report  thereon  at  the  next  annual  meeting. 

The  town  of  Danvers,  at  a  special  meeting  on  April  16,  1888, 
voted,  221  to  9,  to  appropriate  $15,000  for  the  purchase  of  an 
electric-light  plant.  Chapter  378  of  the  Acts  of  1891,  entitled 
"  An  Act  to  legalize  the  action  of  the  town  of  Danvers  in  estab- 
lishing an  electric  light  plant,  and  to  authorize  said  town  to  generate 
aucl  distribute  electric  light  and  power,"  was  accepted  by  the  town 
by  a  vote  of  60  to  6  at  a  meeting  on  the  20th  of  October,  1891. 
Since  1888  this  town  has  maintained  and  operated  an  arc-light 
plant  for  the  purpose  of  lighting  the  streets,  but  has  done  no 
commercial  lighting.  No  return  or  report  of  any  kind  has  been 
received  from  the  town  of  their  lighting  operations  and  it  is  doubt- 
ful if  any  is  yet  due  the  Board.  The  special  act  for  the  benefit  of 
Danvers  was  passed  after  the  general  municipal  ownership  law 
and  did  not  include  the  important  provisions  of  the  latter  respect- 
ing accounts  and  returns.  The  course  of  this  town  has  aroused 
extended  interest  on  the  part  of  private  corporations  and  other 
towns  in  the  question  of  municipal  ownership  of  lighting  plants, ' 
and  definite  and  reliable  information  will  undoubtedly  prove  of 
great  value  to  the  public.  It  is  respectfully  suggested,  therefore, 
that  the  provisions  applying  to  other  towns  engaged  in  this  business 
respecting  accounts,  returns  and  the  jurisdiction  of  this  Board  be 
extended  to  Danvers.  • 

Chapter  370  above  referred  to  imposes  important  duties  and 
powers  upon  this  Board  whenever  a  town  assumes  to  exercise  the 
authority  conferred.  The  Board  would  be  greatly  aided  in  its 
work  by  a  provision  requiring  any  action  by  the  town  under  this 
chapter  to  be  commuuicated  to  it. 

Violation  of  Laws. 

Notices  have  been  sent  to  the  attorney-general,  in  compliance 
with  the  statutes,  of  the  alleged  violations  of  the  laws  :  — 

The  Gardner  Gas  Light  Company,  by  not  having  an  office  in 
Gardner,  where   its  works  are  located,  and  by  having  refused  to 
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submit  its  books  to  the  Board  on  application,  in  violation  of  sec- 
tion 1,  chapter  346,  Acts  of  1886. 

The  Citizens'  Gas  Light  Company  of  Quincy,  Gardner  Gas 
Light  Company,  Natick  Gas  Light  Company,  Electric  Light  and 
Patent  Flooring  Company  of  Amesbury,  Framingham  Electric 
Company,  Milford  Electric  Light  and  Power  Company,  Nantucket 
Electric  Light  Company,  Natick  Electric  Company,  and  the  Subur- 
ban Light  and  Power  Company  of  Boston,  in  not  making  returns 
to  the  Board,  as  required  by  law. 

Accidents. 

The  statute  in  relation  to  accidents  caused  by  gas  or  electricity, 

section  2,  chapter  350,  Acts  of  1888,  is  as  follows  :  — 

All  companies  and  individuals  engaged  in  the  business  of  manufact- 
uring and  selling  gas  or  electricity  for  light  or  fuel,  shall  make  a 
written  report  within  twenty-four  hours  to  the  board  of  gas  commis- 
sioners of  every  accident  caused  by  the  gas  or  electricity  manufactured 
or  supplied  by  them,  whereby  an  employee  or  any  other  person  shall 
suffer  bodily  injury,  or  loss  of  life,  or  be  rendered  insensible,  stating  the 
time,  place  and  circumstances  of  the  accident,  and  such  other  facts  in 
relation  thereto  as  the  board  may  require ;  and  the  board  shall  present 
in  its  annual  report  an  abstract  of  all  such  cases.  The  board  shall  per- 
sonally investigate  all  cases  which  it  may  deem  to  require  investigation. 

During  the  year  1891,  there  have  been  five  persons  injured  by 
electricity  from  electric  light  wires,  one  of  them  fatally.  Thirty 
persons  have  been  injured  by  illuminating  gas,  sixteen  of  them 
fatally.  Of  the  latter  number,  two  committed  suicide.  The  fol- 
lowing is  an  abstract  of  the  cases  :  — 

Accidents  from  Electricity. 
John  Tierney,  an  employee  of  the  Consolidated  Hand  Method 
Lasting  Machine  Company,  was  killed  shortly  after  3  o'clock  p.m., 
Jan.  10,  1891.  The  plant  of  the  above-named  company  is  a  private 
one,  owned  by  Bradley  &  Woodruff,  who  arranged  with  the  Boston 
Electric  Light  Company  to  connect  their  system  of  wiring  with  the 
circuit  of  the  electric  company,  so  that  when  the  Bradley  & 
Woodruff  dynamo  was  not  running,  current  could  be  had  from  the 
electric  company.  At  the  time  of  the  accident  the  current  of  the 
electric  company  had  been  switched  on  to  the  wires  of  the  machine 
company.     Tierney  was  at  work  at  an  iron  lathe  on  the  top  floor 
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of  the  premises,  234  Congress  Street.  Over  the  lathe  was  sus- 
pended by  an  insulated  wire,  an  incandescent  lamp  socket,  out  of 
which  the  lamp  had  in  some  way  been  broken.  Before  screwing 
in  a  new  lamp,  Tierney  touched  the  socket  with  his  fingers  to  see 
if  he  could  feel  any  shock  or  current,  and  getting  none  he  took 
hold  of  the  socket  firmly  with  his  right  hand.  The  muscles  of  his 
hand  closed  upon  the  socket  so  hard  that  to  release  it  a  fellow 
workman  struck  it  from  his  grasp  with  a  hammer.  Tierney  fell  to 
the  floor,  apparently  lifeless.  A  physician  and  the  medical  ex- 
aminer said  that  death  must  have  been  instantaneous.  The  floor 
upon  which  Tierney  stood  seemed  to  be  thoroughly  soaked  with 
oil,  and  under  his  machine  was  a  piece  of  zinc  or  other  metal  upon 
which  he  was  probably  standing  at  the  time.  Whether  his  left 
hand  was  in  contact  with  the  machine  at  the  time  when  he  took 
hold  of  the  lamp  with  his  other  hand  is  not  certain.  When  these 
lamps  were  run  from  the  electric  light  company's  current  it  was 
by  an  alternating  current,  which  entered  the  building  through  a 
transformer.  After  the  accident  the  transformer  was  removed, 
and  a  test  made  showed  a  contact  between  the  primary  and  the 
secondary  coil,  due  to  the  expansion  caused  by  the  heating  of  the 
internal  parts.  The  many  expansions  and  contractions  had  re- 
moved the  insulation  on  the  wires.  The  latest  style  of  transformer 
has  remedied  and  removed  former  defects  in  construction  by  a 
change  in  form  and  in  the  leading-in  wires,  and  will  prove  safe  if 
properly  installed  and  connected. 

John  Todd,  an  employee  of  the  North  Attleborough  Steam  and 
Electric  Light  Company,  attempted,  while  standing  on  a  very  wet 
earth  floor,  to  hang  an  iron  lamp-holder  on  a  projection  of  the 
bed-plate  of  a  one  horse-power  arc  motor  that  was  placed  six 
feet  from  the  ground,  and  received  a  portion  of  the  current  which 
passed  through  him  into  the  earth,  burning  his  hand  quite  badly. 
He  had  been  repeatedly  warned  of  the  danger  arising  from  the 
motor. 

R.  H.  Parker,  employed  as  a  trimmer  by  the  Worcester  Electric 
Light  Company,  received  a  slight  burn  on  his  hand  while  running 
a  ground  on  one  of  the  Company's  line  wires.  The  accident  was 
so  slight  as  to  cause  Mr.  Parker  no  loss  of  time  or  serious  incon- 
venience. 
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The  Lowell  Electric  Company  reports  that,  on  May  16,  at  5.30 
p.m.,  an  accident  occurred,  due  to  the  crossing  of  an  unused 
telegraph  wire  with  their  arc  light  wire.  This  cross  caused  the 
iron  front  of  a  building  to  become  charged  with  electricity  and 
the  line  men  were  notified.  A  telegraph  man  cut  the  unused  wire, 
but  failed  to  notice  that  the  stretch  between  himself  and  the  cross 
was  not  tied  to  the  pins.  This  stretch  of  wire  fell  into  the  street 
and  struck  a  horse,  killing  it  instantly,  and  slightly  injuring  Frank 
Burns  who  went  to  its  assistance. 

The  Boston  Electric  Light  Company  reports  that,  on  December  24, 
at  about  4.45  p.m.,  William  A.  Roust,  twenty  years  of  age,  a  trim- 
mer of  arc  lamps,  employed  by  them,  while  endeavoring  to  fix  a  lamp 
located  opposite  315  Dorchester  Avenue,  South  Boston,  fell  from 
the  post  to  the  sidewalk.  Examination  showed  that  Roust  having 
finished  his  clays  work  was  passing  the  lamp  and  thought  that  it 
was  not  working  properly,  so  mounted  the  post  to  fix  it.  He  was 
noticed  by  Messrs.  Kelly  and  Finnegan,  wood  dealers  at  328 
Dorchester  Avenue,  to  start  the  lamp,  and  put  it  out  and  start  it 
again,  making  a  motion  as  if  to  reach  for  the  switch,  and  to  im- 
mediately fall  to  the  sidewalk.  He  was  taken  to  the  City  Hospital, 
where  an  examination  showed  both  hands  superficially  burned  in 
the  palms,  and  two  cuts  on  the  right  elbow  as  large  as  half  dollars. 
Mr.  Roust  said  that  he  had  no  distinct  recollection  of  what  he  was 
doing,  or  where  he  was  at  the  time  of  injury,  but  was  hurt,  he 
thinks,  while  putting  up  a  globe.  Some  ten  years  ago  he  had  a 
sunstroke.     He  was  discharged  from  the  hospital,  well. 

Accidents  from  Gas. 
The  Fall  River  Gas  Works  Company  reports  that  John  J. 
Finnegan,  aged  thirty-two  and  unmarried,  who  was  employed  by 
the  Fall  River  Water  Works,  was  found  dead  on  January  13,  at 
about  9  a.m.,  in  a  pit  near  the  gasometer,  owned  by  the  Fall  River 
Gas  Company  at  the  corner  of  Davoll  and  Turner  streets.  It  was 
part  of  the  duty  of  the  deceased  to  read  the  water  meter  placed 
there.  There  was  no  sign  of  an  explosion,  and  no  gas  leakage 
could  be  discovered.  An  autopsy  made  gave  no  indication  as  to 
the  cause  of  the  death.  An  examination  of  blood  made  by  Pro- 
fessor Wood  of  the  Harvard  Medical  School  showed  that  death 
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resulted  from  gas  poisoning.  Water  gas  was  being  made  at  the 
time. 

The  Northampton  Gas  Light  Company  reports  that  Joseph  L. 
Myers,  a  guest  at  the  Mansion  House  in  the  city  of  Northampton, 
committed  suicide  by  inhaling  illuminating  gas  from  the  burner 
in  the  room  occupied  by  him  during  the  night  of  March  3. 
Examination  showed  that  Myers  was  a  commercial  traveller, 
about  thirty-five  years  of  age,  who  came  to  Northampton  from 
Springfield,  March  2,  and  registered  at  the  above  hotel  as  J.  L. 
Myers,  New  York,  and  was  assigned  to  room  53.  After  his 
return  from  visiting  a  business  house  in  search  of  employment 
he  spent  the  greater  part  of  the  evening  writing  letters  to 
friends  and  chatting  with  the  landlord  and  guests.  At  about 
nine  o'clock,  he  visited  a  store  in  the  vicinity  of  the  hotel 
and  purchased  some  five  feet  of  half-inch  rubber  tubing,  returned 
after  a  short  time  to  the  hotel,  and  retired  to  his  room  about  mid- 
night. At  eight  o'clock  the  next  morning,  a  strong  odor  of  gas  was 
discovered  in  the  hall,  and  an  investigation  by  the  night  clerk  showed 
that  the  odor  came  from  room  53.  The  door  was  forced  open  and 
Myers  was  found  in  bed,  covered  up  and  dead.  He  had  wheeled 
his  bed  as  near  the  gas  jet  as  possible,  placed  one  end  of  the  rub- 
ber tube  over  the  opening  of  the  burner,  and,  taking  the  other  end 
in  his  mouth,  turned  on  the  gas.  The  contents  of  letters  written 
to  friends  and  the  deliberate  preparations  made  it  clear  that  this 
was  a  case  of  suicide. 

The  Dorchester  Gas  Light  Company  reports  that  on  April  2, 
Thomas  Duran,  an  employee  of  the  water  department  of  the  city 
of  Boston  on  general  repairs  and  services,  was  rendered  uncon- 
scious from  foul  air  and  the  escape  of  gas  from  a  gate  box,  while 
attempting  to  shut  off  water.  It  appeared  from  examination  that 
Duran  crawled  into  the  gate  box  before  ventilating  it,  after  being 
advised  by  a  fellow  workman  not  to  do  so.  He  remained  uncon- 
scious for  an  half-hour,  but  recovered  from  the  effects  of  the  gas 
in  a  few  days. 

Miss  Bertha  Everett,  twenty-two  years  of  age,  arrived  at  the 
Parker  House,  Boston,  about  11.20  p.m.,  April  27,  in  company 
with  friends,  who  shortly  left  her.  She  was  assigned  to  a  room, 
leaving    an    order   to  be    called   at  6.30   in  the  morning,  as  she 
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intended  to  continue  her  journey  to  Haverhill,  Mass.,  where  her 
relatives  resided.  On  calling  at  her  room  at  the  above  hour,  no 
answer  being  received  an  entrance  was  effected  by  breaking  open 
the  door.  She  was  found  lying  upon  the  bed,  the  body  rigid,  but 
warm.  Life  had  been  extinct  probably  an  hour.  There  was  a 
strong  odor  of  gas  in  the  room  ;  the  burner,  a  three-foot  tip,  in  good 
condition,  was  fully  open.  The  room  has  a  capacity  of  thirteen 
hundred  feet.  It  is  believed  that  death  was  accidental,  probably 
caused  by  blowing  out  the  gas. 

Charles  Oltsch,  aged  thirty-five,  stopping  at  the  boarding-house 
of  Mrs.  F.  A.  Barringer,  Pittsfield,  was  found  in  his  room;  at 
about  9  o'clock  on  the  morning  of  August  23,  groaning,  breathing 
heavily,  and  unconscious.  The  gas  burner  was  partially  opened 
and  gas  escaping.  The  room  contains  about  twelve  hundred  cubic 
feet  and  has  one  window,  partially  open  at  the  time  ;  also  one 
door,  fitting  loosely.  A  physician  was  summoned,  and  Oltsch 
removed  to  another  room,  where  windows  were  opened  and  hypo- 
dermic injections  administered.  At  about  4  o'clock  p.m.  he  had 
sufficiently  recovered  to  converse.  He  was  a  delicate  man,  but 
fully  recovered  from  the  effects  of  the  gas  in  a  few  days. 

Janos  Greskovitz,  a  native  of  Poland,  aged  thirty,  was  found 
insensible  in  his  room  at  the  Burbank  Hotel,  Pittsfield,  at  6  o'clock 
a.m.,  July  9.  The  gas  was  flowing  from  a  partially  open  burner. 
The  keyhole  was  stopped  with  paper,  and  the  window  tightly 
closed.  Greskovitz  explained,  after  his  recovery,  that  he  stopped 
the  keyhole  in  order  to  prevent  a  very  bad  smell  coming  in 
from  the  hall,  as  he  supposed.  The  room  contains  about  sixteen 
hundred  cubic  feet.  He  was  sent  to  the  House  of  Mercy  (hospital) 
at  about  9  a.m.,  and  discharged  July  10. 

Michael  McNamara  and  Thomas  Hamilton,  day  foreman  and 
laborer,  employed  at  the  works  of  the  Worcester  Gas  Light  Com- 
pany at  Worcester,  were  suffocated  from  inhaling  gas  in  the  valve 
house  of  said  company  on  the  16th  of  May.  The  men  were  sent 
by  the  superintendent  to  make  a  small  connection  for  a  jet  photo- 
meter on  the  outlet  pipe  of  the  No.  1  gasholder  to  test  the  quality 
of  the  gas.  For  this  purpose  it  was  necessary  to  drill  a  three-eighths 
inch  hole,  as  the  plug  in  the  pipe  formerly  used  had  become  rusted. 
For  this  work  the  foreman  sent  Thomas  Hamilton  into  the  cellar  of 
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the  valve  house,  but  without  an  assistant  as  is  usual.  On  the 
return  of  the  foreman  to  look  after  the  work,  he  found  Hamilton 
overcome  by  gas  and  called  out  for  Patrick  Ryan,  another  work- 
man. McNamara  at  once  jumped  into  the  cellar  of  the  valve  house 
and  tried  to  pull  Hamilton  out,  without  taking  the  precaution  to  stop 
the  flow  of  gas  through  the  newly  drilled  three-eighths  inch  hole, 
although  soap  was  found  near  which  had  been  taken  by  the  man  sent 
to  do  the  work.  On  the  arrival  of  Ryan,  in  answer  to  the  call,  he 
found  McNamara  trying  to  pull  Hamilton  out  and  fast  being  over- 
come. Ryan  then  endeavored  to  assist  McNamara  but  became, 
unconscious  in  a  few  moments  and  was  discovered  by  Superin- 
tendent Wetherbee  and  the  clerk  of  the  works.  After  filling  the 
hole  with  soap,  the  three  men  were  immediately  removed  to  the 
surface,  but  McNamara  and  Hamilton  were  dead.  Ryan  was 
sent  to  the  hospital  and  soon  recovered.  Superintendent  Wether- 
bee was  rendered  partially  unconscious  while  assisting  in  removing 
the  men.  Foreman  McNamara  was  thoroughly  conversant  with 
his  work  and  had  been  in  the  employ  of  the  company  for  some 
eighteen  years.  Water  gas  was  being  made  at  the  time  of  the  acci 
dent. 

Henry  S.  Taylor,  aged  sixty-three  years,  a  clothing  merchant  of 
Pittsfield,  was  found  dead  in  his  bed  at  the  house  of  his  son  on 
Wendell  Avenue,  on  Sunday  morning,  September  6,  having  been 
asphyxiated  by  illuminating  gas.  He  retired  to  his  room  at  about 
11.45  p.m.,  and  was  found  soon  after  eight  the  next  morning. 
The  room  contains  about  nine  thousand  cubic  feet.  There  are  two 
windows  and  one  door  in  the  room,  all  of  which  were  tightly  closed. 
The  fixture  was  of  the  candle  type  and  operated  by  electricity,  and 
according  to  statements  of  the  family  had  never  worked  perfectly. 
It  is  supposed  that  in  using  the  attachment  to  extinguish  the  light 
the  gas  was  not  shut  off.  Water  gas  was  being  made  at  the  time 
of  the  accident. 

Edward  Burgess,  aged  about  thirty-five,  registered  at  Hotel 
Columbus,  112  Commercial  Street,  Boston,  at  11.40  p.m.,  May  30, 
1891,  from  Marlborough,  Mass.,  and  was  shown  to  room  12 
on  the  third  story.  He  was  found  in  the  forenoon  of  June  2,  lying 
in  bed,  dead.  An  odor  of  gas  in  the  house  was  traced  to  room 
12,  which  was    found  full   of   gas,    the   cock   half    turned    on. 
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The  gas  fixture  was  in  good  condition,  having  a  burner  marked 
"two-foot;"  a  half  turn  of  the  cock  shut  off  certainly  half  the 
flow  of  gas,  allowing  two  or  possibly  three  feet  to  escape.  The 
physicians  who  were  called  said  that  he  had  been  dead  two 
days  or  more.  The  man,  who  paid  in  advance  for  one  night's 
lodging,  appeared  sober,  and  was  given  no  liquor  at  the  hotel. 
The  death  was  probably  accidental.  The  room  contains  about 
seven  hundred  and  seventy  cubic  feet,  with  one  window  fitting 
loosely  and  one  door  fitting  tightly. 

Euginio  Gallo  and  Giorgio  Niccolo,  sailors,  registered  at  the 
Hotel  Columbus,  corner  of  Richmond  and  Commercial  streets, 
Boston,  at  10.30  o'clock  p.m.,  July  8.  The  next  morning  at  6 
o'clock  when  the  door  of  their  room  was  opened,  Gallo  was  found 
unconscious  and  Niccolo  slightly  affected  by  inhaling  illuminating 
gas.  Gallo  was  removed  to  the  City  Hospital  where  he  remained 
two  days  and  was  discharged,  well.  Niccolo  remained  about  the 
hotel  for  a  few  hours  and  returned  to  his  vessel,  apparently  all 
right.  The  room  occupied  has  two  beds,  two  windows  and  two 
doors,  and  contains  about  nine  hundred  cubic  feet.  There  was 
one  three-foot  burner  fully  open.  It  appeared  that  Niccolo 
got  out  of  bed  after  midnight  and  after  smoking  blew  out  the  gas 
and  retired.  Gallo  was  a  delicate  man,  about  forty-four  years 
old.  Niccolo  was  very  robust  and  about  twenty-five  years  of 
age. 

On  the  night  of  July  12,  H.  S.  Stron  and  Axel  Janssen,  sailors 
on  the  U.  S.  S.  Newark,  took  a  room  at  the  Hotel  Eastern,  Cause- 
way Street,  Boston,  and  retired,  asking  to  be  called  at  5  a.m.  At 
that  time  they  answered  the  call  but  remained  in  their  room. 
About  10  o'clock  the  men  were  found  by  the  wife  of  the  proprietor, 
the  room  being  filled  with  gas.  Janssen  was  lying  on  the  bed, 
dead,  and  Stron  was  on  the  floor  gasping  for  breath.  Stron  was 
removed  to  the  Massachusetts  General  Hospital  and  was  dis- 
charged well  on  July  14.  The  room  contains  about  eighteen 
hundred  cubic  feet,  and  has  two  large  windows  and  two  doors  all 
closed  tightly.  The  burner  was  a  three-foot  one  in  good 
condition.  In  the  room  a  half-empty  bottle  of  liquor  was  found, 
but  the  night  clerk  says  that  the  men  were  sober  when  they 
registered. 


1892.]  PUBLIC   DOCUMENT  — No.  35.  35 

July  8  about  noon  a  woman  registered  at  the  Victoria 
Hotel,  corner  of  Dartmouth  and  Newbury  streets,  Boston,  as  Mrs. 
J.  Clifford,  Charleston,  S.  C,  and  was  assigned  to  room  58.  At 
about  10  o'clock  a.m.,  July  11,  the  chambermaid,  finding  the  door 
of  the  room  locked,  and  being  unable  to  open  it,  notified  the  office. 
The  door  was  opened  and  the  occupant  found  dead,  upon 
the  bed.  The  room  was  filled  with  gas,  both  burners  being 
wide  open.  A  lace  handkerchief  had  been  crowded  into  the  key- 
hole of  the  door  leading  to  the  adjoining  room,  and  pieces  of 
cloth  had  been  put  into  the  keyhole  of  the  door  leading  into  the 
hallway.  Cloth  had  also  been  crowded  closely  under  the  doors 
with  some  thin  instrument  like  a  knife,  and  especial  care  had 
been  taken,  by  crowding  in  newspapers,  to  stop  all  ventilation 
around  the  windows.  The  physicians  said  that  the  woman 
had  been  dead  since  the  evening  before  the  discovery  of  the 
body. 

John  F.  Lynch  of  Attleborough  registered  at  the  City  Hotel, 
Taunton,  August  4,  and  at  2  o'clock  in  the  morning  was  discovered 
suffering  from  the  effects  of  inhaling  gas.  He  was  cared  for  by 
the  night  clerk  of  the  hotel,  and  in  a  few  hours  was  all  right.  On 
retiring  he  had  blown  out  the  gas  instead  of  turning  it  off. 

James  G-.  Ryan  of  Salem  was  made  seriously  ill  by  illuminat- 
ing gas  on  Sunday  afternoon,  September  27.  It  appeared  that 
Mr.  Ryan  went  to  his  chamber  and  took  with  him  a  young 
son.  Both  lay  down  on  the  bed  and  quickly  fell  asleeo, 
the  child  sleeping  but  a  short  time.  On  waking,  the  child  took 
hold  of  the  gas  stop-cock  and  began  turning  it  backward  and  for- 
ward, but  soon  got  off  the  bed,  leaving  the  burner  open,  and  went 
into  another  room.  Over  an  hour  afterward  Mrs.  Ryan  detected  a 
strong  odor  of  gas,  and,  opening  the  door  of  the  chamber,  found 
her  husband  on  the  bed,  face  downward,  his  body  rigid.  She 
immediately  opened  the  windows,  turned  off  the  gas  and 
summoned  a  physician,  who  worked  over  Mr.  Ryan  for  some  time 
and  succeeded  in  restoring  him  to  consciousness,  but  he  suffered 
from  the  effects  of  the  gas  for  several  days. 

James  Reardon  and  Michael  Lordon  were  found  about  6.30  a.m. 
on  October  27,  the  former  in  bed,  dead,  and  the  latter  on  the  floor 
unconscious,  in   the   room   occupied    by    them  at  199    Harrison 
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Avenue,  Boston.  They  went  to  bed,  as  near  as  can  be 
ascertained,  about  11  o'clock.  Failing  to  answer  when  called 
by  the  keeper  of  the  boarding-house  at  the  usual  hour,  6.30 
o'clock,  the  door  was  forced  open  and  the  men  found. 
Both  were  laboring  men ;  Reardon  about  seventeen  years  old, 
of  slight  build,  and  Lordon  about  thirty,  of  rugged  physique. 
When  the  room  was  entered  the  gas  burner  was  found 
about  one-third  open  and  the  room  filled  with  gas.  The 
door  and  window  both  fitted  tightly.  The  room  contains 
about  six  hundred  cubic  feet.  Lordon  was  removed  to  the  City 
Hospital,  and  was  discharged  from  there  October  31,  well. 

Daniel  McElligeth,  aged  forty,  a  fruit  peddler,  roomed  at  7 
Briggs  Place,  Boston,  and  was  found  by  the  lessee  of  the  house 
about  1.30  p.m.  on  Saturday,  November  14,  lying  on  the  floor  of 
his  room,  partially  unconscious  and  suffering  from  gas  poisoning. 
It  was  found  that  McElligeth  went  tq  his  room  about  9  p.m.  on 
Friday,  November  13,  and  being  missed  by  his  friends,  an 
inquiry  at  his  boarding-place  led  to  an  investigation.  The  room 
contains  about  fifteen  hundred  cubic  feet  and  has  two  large  win- 
dows and  a  door  fitting  loosely ;  there  are  two  five-foot  burners, 
one  of  which  was  fully  open.  McElligeth  cannot  account  for  the 
gas  having  been  left  flowing.  After  a  few  days'  treatment  at  the 
hospital  he  was  discharged  well. 

On  the  night  of  December  10,  after  midnight,  C.  H.  McDowell 
of  Swansboro',  N.  C,  arrived  at  the  United  States  Hotel,  and 
registered  as  John  Williams,  Providence.  The  next  morning 
about  10  a.m.,  after  repeated  calls,  a  failure  to  respond  awakened 
the  suspicions  of  the  hotel  porter,  who  looked  through  the  transom 
and  saw  the  man  lying  upon  the  bed.  The  room  was  forcibly 
entered,  and  a  three-foot  gas  burner  found  fully  open  and  the 
room  filled  with  gas,  rendering  McDowell  insensible.  He  was 
removed  to  the  Emergency  Hospital,  and  thence  to  the  City 
Hospital,  where  he  remained  until  December  18,  when  he  was 
discharged,  well.  The  room  contains  about  eight  hundred  and 
fifty  cubic  feet.  McDowell  says  that  he  probably  blew  out  the 
gas  on  retiring. 

On  the  night  of  Dec.  24,  at  about  11  o'clock,  a  young 
man  about   twenty-one   years    of    age    registered   at  the   Hotel 
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Marion,  corner  of  Pleasant  and  Eliot  streets,  Boston,  as  Tom 
Holt,  and  was  assigned  to  a  room  on  the  fourth  floor.  On  the 
afternoon  of  the  25th,  about  8.30  o'clock,  the  son  of  the  pro- 
prietor noticed  a  strong  smell  of  gas,  and  traced  the  same  to 
Holt's  room.  An  entrance  was  effected  and  the  occupant  found 
insensible,  with  the  burner  wide  open.  A  physician  was  summoned 
and  finding  a  slight  movement  of  the  heart  endeavored  to  restore 
consciousness,  but  was  unsuccessful,  and  the  man  died  shortly 
afterward.  From  information  obtained  it  appears  that  the  name 
of  the  young  man  was  Thomas  Herbert,  and  that  he  came  from 
Providence,  R.  I.  The  medical  examiner  believes  the  case  to  be 
suicide.  The  young  man  was  well  dressed,  and  evidently  in 
good  health. 

The  Brockton  Gas  Light  Company  reports  that  on  the  evening 
of  Dec.  25,  two  girls,  aged  ten  and  eight  years,  occupied 
room  6  at  the  Hotel  Elmore.  Before  retiring  one  of  the  girls 
turned  off  the  gas  ;  the  other  tried  to  lock  the  door  of  the  room,  but 
was  unable  to  do  so  on  account  of  a  defect  in  the  lock.  The  girl 
then  turned  on  the  gas,  under  the  impression  that  it  would 
light  by  so  doing.  Not  feeling  the  effects  of  the  escaping  gas 
both  girls  retired  and  were  soon  asleep.  The  night  porter 
in  his  rounds  about  eleven  o'clock  discovered  an  odor  of  escaping 
gas,  and  notified  the  proprietor  (the  father  of  the  girls)  who, 
failing  in  his  attempts  to  get  an  answer  from  the  occupants 
of  the  room  to  his  repeated  calls,  opened  the  door  and  removed 
the  girls  to  another  room ;  the  effects  of  the  gas  were  but  tem- 
porary, and  the  girls  soon  recovered.  The  room  contains  about 
fifteen  hundred  and  fifty  cubic  feet. 

On  January  18,  George  Clark,  Margaret  Clark  and  Mary  E. 
Gillis  were  found  dead  in  bed  in  the  basement  of  21  North  Grove 
Street,  Boston.  Clark  was  about  twenty-six  years  of  age,  Margaret 
Clark  about  thirty-five  and  Mary  E.  Gillis  not  over  five. 
The  discovery  of  escaping  gas  was  made  by  Officer  Glawson  of 
the  third  division  while  patrolling  his  beat,  and  traced  to  the  above 
house.  Entering,  he  aroused  the  inmates  of  the  house  above 
the  basement,  two  of  whom  were  in  such  a  stupefied  condition 
from*the  effects  of  gas  that  they  had  to  be  carried  to  the  street. 
The  other   inmates   reached    the   street  without   assistance,    and 
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on  breathing  the  fresh  air  fully  recovered.  The  escaping  gas 
came  from  a  drain  pipe  running  from  a  sink  in  the  room 
occupied  by  the  Clark  family  and  connected  with  an  old  drain 
constructed  of  planks,  used  as  a  part  of  the  former  sewage 
system  of  Parkman  Street.  A  break  was  found  in  the  gas  main 
in  Parkman  Street,  about  one  hundred  feet  from  the  house, 
and  about  one  foot  above  the  so-called  surface  sewer  connected 
with  the  house,  at  a  point  where  by  decay  the  sewer  had 
fallen  in.  This  removed  the  necessary  support  for  the  gas 
main  and  caused  the  break.  The  old  so-called  surface  sewer 
had  been  placed  there  before  1836.  The  gas  main  was  laid 
more  than  fifteen  years  ago,  but  no  defect  or  break  had 
occurred  at  that  point  before,  so  far  as  known,  and  no  smell  of  gas 
had  been  noticed  in  the  house.  The  dwelling  is  old  fashioned  and 
had  three  tenants. 

The  Fall  River  Gas  Works  Company  reports  that  on  March  1 
several  persons  were  slightly  affected  by  an  escape  of  gas  from  a 
broken  main,  one  man  having  been  made  insensible  for  a  short 
time.  The  main,  which  was  a  six-inch  one,  was  probably  broken 
by  the  passage  of  a  heavy  engine  some  weeks  before.  The  smell 
of  gas  had  been  noticed  for  some  days  and  the  freezing  of  the 
ground  probably  caused  the  gas  to  pass  into  the  houses,  on  the  line 
of  the  main. 

Peter  Jones,  a  bootblack,  occupying  the  basement  of  the  four- 
story  brick  building  22  Chapman  Place,  corner  Bosworth  Street, 
Boston,  entered  the  building  on  the  7th  of  December  a  little  after 
7  o'clock  a.m.,  and  detecting  the  smell  of  gas  opened  the  windows 
in  the  basement.  Satisfied  that  the  room  had  been  freed  from  gas 
he  lighted  a  match,  causing  an  explosion.  He  was  thrown 
against  the  wall  and  after  being  assisted  to  the  sidewalk  was 
sent  to  his  home.  Just  before  Jones  entered  the  building 
William  Haynes,  the  occupant  of  a  room  in  the  fourth  story,  went 
in,  and  noticing  a  strong  odor  of  gas,  opened  the  windows  on  each 
landing  as  he  went  up.  Shortly  after  opening  the  windows  he 
heard  the  explosion  and  at  once  started  for  the  street  which  he 
reached  in  time  to  see  Mr.  Jones  coming  from  the  basement.  The 
glass  in  the  front  of  the  first  floor  occupied  by  John  Mack  &  Co. 
was  completely  shattered,  the   floor  torn  up  and  the  walls  badly 
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torn.  The  basement  occupied  by  Mr.  Jones  was  also  damaged. 
The  gas  came  into  the  building  under  the  front  wall  on  Chapman 
Place  from  a  broken  gas  main.  The  break  in  the  pipe  was  caused 
by  a  settling  in  the  street  in  front  of  the  building. 

The  following  cases,  which  were  omitted  from  the  report  of 
1890,  have  been  furnished  the  Board  by  Dr.  S.  W.  Abbott,  Secre- 
tary of  the  State  Board  of  Health,  and  are  here  inserted  in  order 
to  make  the  report  of  these  cases  as  complete  as  possible. 

John  S.  Fuller  of  "Wareham,  aged  61,  took  a  room  at  the  hotel 
No.  41  Kneeland  Street,  Boston,  at  11.30  p.m.  on  Jan.  4,  1890, 
and  was  found  dead  in  bed  at  10  a.m.  on  January  5,  with  the 
room  full  of  gas,  the  cock  being  half  open.  The  man  was  just 
recovering  from  a  spree  and  the  medical  examiner  made  a  return 
of  accidental  death. 

August  Jno.  Mulsen,  aged  27,  was  found  dead  in  his  room  in 
Boston  on  Aug.  10,  1890,  with  the  gas  turned  on  and  all  the 
windows  and  transoms  shut.  He  had  no  money  and  the  medical 
examiner  reported  the  case  as  one  of  suicide. 

The  total  number  of  deaths  caused  by  inhaling  illuminating  gas  in 
the  United  States  during  the  year  1891,  as  reported  to  the  Board 
from  various  sources,  was  two  hundred  and  eleven.  In  the  reports 
thus  given,  it  appears  that  of  this  number  thirty-three  were.cases  of 
suicide,  and  one  hundred  and  seventy-eight  are  supposed  to  have 
been  accidental.  The  accidental  deaths  from  illuminating  gas, 
omitting  those  in  this  State,  occurred  in  the  following  cities 
and  towns  :  — ■ 

New  York  City,  32  ;  Chicago,  111.,  34  ;  San  Francisco,  Cal.,  16  ; 
Baltimore,  Md.,  6  ;  Washington,  D.  C,  10 ;  Philadelphia,  Pa.,  7  ; 
Sioux  City,  la.,  and  Omaha,  Neb.,  4  each;  Toledo,  O.,  Minne- 
apolis, Minn.,  Brooklyn,  N.  Y.,  and  Milwaukee,  Wis.,  3  each; 
Hartford,  Conn.,  Terre  Haute,  Ind.,  Norfolk,  Neb.,  Hoboken,  N- 
J.,  Detroit,  Mich.,  Providence,  Pa.,  Poughkeepsie,  N.  Y.,  and 
Des  Moines,  la.,  2  each;  St.  Joseph,  Mo.,  Wellsville,  Newport, 
and  Columbus,  O.,  Joliet  and  Urbana,  111.,  Los  Angeles  and 
Sacramento,  Cal.,  McKeesport,  Carlisle  and  Reading,  Pa.,  Woon- 
socket  and  Pawtucket,  R.  I.,  Plainfield,  Atlantic  City,  Asbury 
Park  and  Long  Branch,  N.  J.,  Yonkers  and  Albany,  N.  Y.,  Mar- 
quette, Mich.,  Waterbury  and  Bridgeport,  Conn.,  Memphis,  Tenn., 
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Lincoln,  Neb.,  Burlington,  la.,  St.  Paul,  Minn.,  and  Superior, 
Wis.,  1  each. 

Following  is  the  number  of  fatal  accidents  occurring  in  each 
month  during  the  year:  January,  23;  February,  17;  March,  17; 
April,  17  ;  May,  17  ;  June,  21  ;  July,  11  ;  August,  8  ;  September, 
19  ;  October,  22  ;  November,  21  ;  December,  18. 

Of  the  fatal  accidents  from  gas  two  occurred  where  oil  gas  is 
made,  six  where  coal  gas  only  is  made,  seventy-one  in  places 
where  there  is  only  water  gas  and  ninety-nine  where  both  coal  and 
water  gas  are  used. 

The  following  table  shows  the  corporate  name,  the  localities 
supplied,  the  capital  and  the  par  value  of  the  shares  of  the  com- 
panies in  active  operation  on  the  thirtieth  day  of  June  last :  — 


CORPORATE  NAME. 

Localities  Supplied. 

Capital. 

Par 
Value. 

Adams  Gas  Light  Co., 

Adams, 

$17,300 

$25 

Amesbury  &  Salisbury  Gas  Co  , 

Amesbury, 

60,000 

100 

Amherst  Gas  Co., 

Amherst,  . 

25,000 

100 

Arlington  Gas  Light  Co.,    . 

Arlington, 

70,000 

100 

Belmont,  . 

_ 

_ 

Winchester, 

_ 

_ 

Athol  Gas  &  Electric  Co.,  . 

Athol, 

25,000 

100 

Attleborough  Gas  Light  Co., 

Attleborough,  . 

46,400 

100 

Bay  State  Gas  Co.,*    . 

- 

500,000 

100 

Beverly  Gas  Light  Co  , 

Beverly,    . 

60,000 

100 

Boston  Gas  Light  Co., 

Boston  (city  proper) , 

2,500/00 

500 

Brockton  Gas  Light  Co.,     . 

Brockton, 

100,000 

100 

Brookline  Gas  Light  Co.,   . 

Brookline, 

Boston  (Brighton 

500,000 

100 

District) , 

- 

- 

Cambridge  Gas  Light  Co., . 

Cambridge, 

700,000 

100 

Somerville  (in  part), 

- 

- 

Charlestown  Gas  Co., . 

Charlestown,     . 

500,000 

50 

Somerville  (in part), 

- 

- 

Med  ford  (in  part),   . 

_ 

_ 

Chelsea  Gas  Light  Co., 

Chelsea,    . 

3  0,000 

100 

Chicopee  Gas  Works, . 

Chicopee  Centre, 

30,000 

- 

Citizens' Gas  Light  Co.  of  Quincy, 

Quincy,     . 

53,000 

100 

Citizens1  Gas  Light  Co.  of  South 

Beading, 

Wakefield, 

95,300 

100 

Reading,  .         .         . 

- 

- 

Stoneham. 

_ 

_ 

Clinton  Gas  Light  Co., 

Clinton,    . 

60,000 

500 

Cottage  City  Gas  &  Electric  Co., 

Cottage  City,    . 

25,000 

100 

*  Sells  only  to  other  companies. 
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CORPORATE  NAME. 

Localities  Supplied. 

Capital. 

Par 

Value. 

Danvers  Gas  Light  Co., 

Danvers,  . 

$20,000 

$50 

Dedham  &  Hyde  Park  Gas  & 

Electric  Light  Co.,  . 

Dedham,  . 

100,000 

50 

Hyde  Park,       . 

- 

- 

Doi-chester  Gas  Light  Co.,  . 

Boston    (Dorchester 

District), 

400,000 

100 

Milton,      . 

- 

- 

East  Boston  Gas  Co.,  . 

Boston  (E.  Boston), 

220,000 

25 

Easthampton  Gas  Co., 

Easthampton,  . 

30.000 

100 

Eall  River  Gas  Works  Co., 

Fall  River  (in  part), 

288,000 

100 

Fitchburg  Gas  Co 

Fitchburgh, 

100,000 

50 

Framingham    Light,     Heat     & 

Power  Co.,       .... 

Framingham,   . 

75,000 

100 

Gardner  Gas  Light  Co., 

Gardner,  . 

3' >,000 

100 

Gloucester  Gas  Light  Co.,  . 

Gloucester, 

80,0U0 

50 

Greenfield  Gas  Light  Co.,  . 

Greenfield, 

50,000 

50 

Haverhill  Gas  Light  Co.,    . 

Haverhill, 

75,000 

50 

Bradford,  . 

- 

- 

Ipswich  Gas  Light  Co., 

Ipswich.    . 

16,000 

100 

Jamaica  Plain  Gas  Light  Co.,     . 

Boston  (Ward  23),  . 

200,000 

100 

500,000 

100 

Methuen,  . 

- 

- 

North  Andover, 

- 

- 

Lee  Electric  Co., 

Lee,  .... 

20,000 

100 

Leominster  Gas  Light  Co., 

Leominster, 

50,000 

100 

Lexington  Gas  Light  Co.,  . 

Lexington, 

20,000 

100 

Lowell  Gas  Light  Co., 

Lowell, 

500,000 

100 

Dracut, 

- 

- 

Tewksbury, 

- 

- 

Lynn  Gas  &  Electric  Co.,    . 

Lynn, 

375,000 

100 

Swampscott, 

- 

- 

Maiden  &  Melrose  Gas  Light  Co., 

Maiden,     . 

220,000 

100 

Melrose,    . 

- 

- 

Med  ford  (in  part),  . 

- 

- 

Everett,    . 

- 

- 

Manufacturers'  Gas  Light  Co.,   . 

Fall  River  (in  pai't), 

50,000 

100 

Marblehead  Gas  &  Electric  Light 

Co., 

Marblehead, 

40,000 

100 

Marlborough  Gas  Light  Co.,  .     . 

Marlborough,  . 

50,000 

100 

Middleborough  Gas  &  Electric 

Co., 

Middleborough, 

80,000 

100 

Milford  Gas  Light  Co., 

Milford,    . 

72,300 

100 

Hopedale, 

- 

- 

Nantucket  Gas  Light  Co.,  . 

Nantucket, 

36,000 

100 

Natick  Gas  Light  Co., 

Natick,      . 

20,000 

100 

New  Bedford   Gas  and   Edison 

Light  Co.,         .... 

New  Bedford,  . 

550,000 

100 

Newburyport  Gas  &  Electric  Co  , 

Newburyport,  . 

140,000 

100 

Newton  &  Watertown  Gas  Light 

Co., 

Newton,   . 

200,000 

100 

Watertown, 

_ 

_ 

Wellesley, 

- 

- 

Weston,    . 

— 
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CORPORATE  NAME. 

Localities  Supplied. 

Capital. 

Par 

Value. 

North  Adams  Gas  Light  Co., 

North  Adams,  . 

$50,000 

$100 

Northampton  Gas  Light  Co., 

Northampton,  . 

50,000 

25 

North  Attleborough   Gas  Light 

Co., 

North  Attleborough, 

68,100 

100 

Attleborough  Falls, . 

_ 

_ 

Wrentham, 

- 

- 

Norwood  Gas  Light  Co.,     . 

Norwood, 

12,000 

100 

Pittsfield  Coal  Gas  Co., 

Pittsfield, . 

62,500 

100 

Plymouth  Gas  Light  Co.,    . 

Plymouth, 

40,0  JO 

100 

Roxbury  Gas  Light  Co., 

Boston   (Roxbury 

District) , 

600,000 

■100 

Salem  Gas  Light  Co., 

Salem, 

800,000 

100 

Peabody, . 

- 

- 

South  Boston  Gas  Light  Co., 

Boston  (South   Bos- 

ton), 

440,000 

100 

Southbridge  Gas  &  Electric  Co., 

Southbridge,     . 

40,000 

50 

Spencer  Gas  Co., 

Spencer,  . 

85,000 

100 

Springfield  Gas  Light  Co., 

Springfield, 

500,000 

100 

Stoughton  Gas  &  Electric  Co.,  . 

Stoughton, 

24,000 

100 

Taunton  Gas  Light  Co., 

Taunton,  . 

80,000 

50 

Waltham  Gas  Light  Co.,     . 

Waltham, 

140,000 

100 

Webster  Electric  Co., 

Webster,  . 

45,000 

100 

Dudley,     . 

- 

- 

Westfield  Gas  Light  Co.,    . 

Westfield, 

54,000 

100 

Williamstown  Gas  Co., 

Williamstown, 

20,000 

100 

Woburn  Gas  Light  Co., 

Woburn,  . 

45,100 

100 

Worcester  Gas  Light  Co.,  . 

Worcester, 

500,000 

100 

The  company  at  Fitchburg  furnishes  water,  that  at  Gloucester 
maintains  a  wharf  and  supplies  water,  and  that  at  Springfield 
furnishes  steam  for  heating.  In  addition  to  these,  the  companies 
in  Amherst,  Athoi,  Beverly,  Brookline,  Charlestown,  Chelsea, 
Clinton,  Cottage  City,  Easthampton,  Fitchburg,  Holyoke,  Law- 
rence, Lee,  Lynn,  Middleborough,  New  Bedford,  Newburyport, 
Newton,  North  Adams,  Southbridge,  Spencer,  Stoughton,  Wake- 
field, Waltham,  Webster  and  Westfield,  furnish  electric  light. 
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The  following  table  shows  the  names  of  the  owners  of  gas 
works  not  owned  by  gas  companies,  the.  localities  supplied,  and 
the  estimated  value  of  the  plant :  — 


Chieopee  Manufacturing  Co., 
Holyoke  Water  Power  Co.,  . 
Otis  Co.,        .... 


Chieopee  Falls, 

Holyoke, 

Ware, 


$25,000  00 

100,000  00 

10,000  00 


The  following  companies  have  bonds  and  notes  outstanding  :  — 


Amherst,  . 

Athol, 

Bay  State  (Boston), 

Beverly  (special  stock), 

Beverly  (notes), 

Brockton, 

Brookline, 

Charlestown,    . 

Chelsea,   . 

Citizens'  (Quincy), 

Citizens'  (Wakefield), 

Clinton,    . 

Cottage  City,   . 

Danvers,  . 

Dedham,  . 

Easthampton,  . 

Fitchburg, 

Framinghani,  . 

Gardner,  . 

Greenfield, 

Haverhill, 

Ipswich,   . 

Jamaica  Plain, 

Lawrence, 

Lee, 

Lexington, 

Lowell,     . 

Lynn, 

Maiden,    . 

Marblehead,     . 

Middleborough, 

Natick,     . 

New  Bedford,  . 

Newburyport, . 

Newton,  . 

North  Adams, . 

North  Attleborough 

Pittsfield, 


$18,500  00 

25,000  00 

4,512,000  00 

11,800  00 

19,605  00 

112,000  00 

350,000  00 

34,500  00 

70,000  00 

54,350  51 

75,616  97 

65,000  00 

5,730  26 

3,000  00 

9,000  00 

1,000  00 

66,000  00 

75,400  00 

22,850  00 

1,500  00 

42,500  00 

8,985  00 

42,500  00 

200,000  00 

16,242  52 

67  00 

30,C00  00 

103,500  00 

7,753  41 

6,200  00 

80,000  00 

8,500  00 

165,300  00 

16,000  00 

161,000  00 

45,800  00 

47,670  00 

26,500  00 
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South  Boston 

Southbridge, 

Spencer,  . 

Springfield, 

Waltharn, 

Webster,  . 

Westfield, 

Williamstown, 

Worcester, 


J  48 ,000  00 
13,500  00 
85,000  00 
50,000  00 
49,000  00 
32,454  24 
21,500  00 
11,503  60 
40,000  00 


The  following  table  shows  the  whole  number  of  stockholders, 
the  number  resident  in  Massachusetts,  and  the  value  of  the  stock 
held  within  the  Commonwealth  :  — 


Whole  Number 

Number  of 

Value  at  Tar  of 

NAME  OF  COMPANY. 

of 

Stockholders 
resident  in 

Stock  held  in 

Stockholders. 

Massachusetts. 

Massachusetts. 

Adams,      .         .         .        .  • 

8 

8 

$17,300 

Amesbury, 

15 

6 

27,800 

Amherst,  . 

37 

37 

25,000 

Arlington, 

54 

41 

44,100 

Athol, 

8 

2 

2,000 

Attleborough,    . 

21 

18 

45,600 

Bay  State  (Boston), 

8 

6 

600 

Beverly,     . 

38 

38 

60,000 

Boston, 

6 

4 

2,000 

Brockton,  . 

44 

42 

99,400 

Brookline, 

136 

126 

439,200. 

Cambridge, 

398 

350 

628,200 

Charlestowu,     . 

242 

230 

470,950 

Chelsea,    . 

130 

124 

289,700 

Chicopee,  . 

3 

3 

30,000 

Citizens1  (Quincy), 

5 

3 

52,800 

Citizens'  (Wakefield 

), 

46 

44 

94,400 

Clinton, 

25 

25 

60,000 

Cottage  City,     . 

10 

10 

25,000 

Danvers,    . 

22 

21 

11,950 

Dedham,   . 

40 

33 

66,650 

Dorchester, 

26 

22 

367,800 

East  Boston, 

132 

112 

195,375 

Easthampton,    . 

41 

34 

26,700 

Fall  River, 

19 

13 

12,000 

Fitchburg, 

36 

33 

91,300 

Framingham,    . 

19 

17 

42,300 

Gardner,    . 

5 

4 

24,000 

Gloucester, 

75 

71 

76,550 

Greenfield, 

37 

27 

43,700 

Haverhill, 

58 

52 

63,950 

Ipswich,     . 

28 

28 

16,000 

Jamaica  Plain, . 

137 

131 

189,600 
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Whole  Number 

Number  of 

Value  at  Par  of 

NAME  OF  COMPANY. 

of 

Stockholders 
resident  in 

Stock  held  in 

Stockholders. 

Massachusetts. 

Massachusetts. 

Lawrence,          . 

206 

184 

$147,700 

Lee, 

11 

11 

20,000 

Leominster,       . 

60 

55 

48,200 

Lexington,        . 

19 

18 

19,900 

Lowell, 

266 

228 

449,600 

Lynn,         . 

165 

160 

367,200 

Maiden,     .        .         .        .         . 

147 

125 

187,100 

Manufacturers'  (Fall  River),   . 

7 

7 

50,000 

Marblehead,      . 

29 

23 

32,500 

Marlborough,    . 

12 

12 

50,000 

Middleborough, 

13 

13 

80,000 

Milford, 

53 

51 

71,700 

Nantucket,        . 

52 

48 

34,600 

Natick,      ...... 

21 

21 

20,000 

New  Bedford,   .... 

354 

322 

493,700 

Newburyport,  . 

97 

87 

131,600 

Newton, 

167 

164 

194,200 

North  Adams,   .... 

40 

29 

46,500 

Northampton,   . 

43 

32 

31,200 

North  Attleborough, 

36 

32 

67,100 

Norwood, ..... 

4 

3 

10,000 

Pittsfield, 

55 

45 

56,600 

Plymouth,          .         .         .         . 

29  ' 

25 

37,900 

Roxbury, 

8 

4 

400 

Salem, 

254 

236 

277,900 

South  Boston,   .... 

28 

24 

43,800 

Southbridge,     .... 

59 

57 

39,000 

Spencer, 

17 

17 

85,000 

Springfield,       . 

120 

112 

475,500 

Stoughton,         . 

6 

6 

24,000 

Taunton, 

107 

100 

75,000 

Waltham, 

106 

98 

129,600 

Webster, 

18 

18 

45,000 

Westfield, 

21 

18 

47,700 

Williamstown,  .... 

3 

3' 

20,000 

Woburn, 

46 

45 

44,600 

Worcester,        .... 

187 

177 

465,400 
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The  following  statistics  exhibit  the  aggregate  receipts  and  ex- 
penses of  all  the  companies  in  the  State,  compiled  from  the  items 
relating  to  the  manufacture  and  sale  of  gas  in  the  last  two  returns 
made  to  the  Board  :  — 


Year  Ending  Jcne  30. 

1890. 

1891. 

Receipts  :  — 

For  gas  sold  by  meter,       .... 

$4,432,899 

30 

$5,040,438  78 

For  gas  supplied  to  public  lamps, 

327,438 

05 

292,544  62 

From  sales  of  coke, 

344,897 

46 

266,581  10 

sales  of  tar, 

117,003 

71 

157,182  52 

sales  of  ammoniacal  liquor,     . 

29,636 

68 

22,812  31 

rent  of  metei's, 

1.265 

28 

1,657  65 

rent  of  gas  stoves  and  engines, 

1,910. 

84 

4,553  33 

rent  of  gas  lamps,    .... 

2,076 

70 

2,314  76 

public  lamps  other  than  gas  lamps, 

12,788 

53 

9,273  25 

ether  sources, 

474 

49 

592  47 

04 

$5,797,950  79 

Expenses  :  — 

1. 

Coals,    .         .         .         . 

$1,299,030  83 

$1,170,720  54 

2. 

Enrichefs,      ...... 

140,017 

84 

266,437  69 

3. 

Purifying  materials,      .... 

30,734 

13 

28,576  76 

4. 

Water,  .                  

23,701 

50 

22,352  38 

5. 

Wages  at  works, 

633,707 

66 

547,062  30 

6. 

Repairs  and  maintenance  of  works  (in- 

cluding renewal  of  retorts),    . 

240,580 

22 

235,428  06 

7. 

Apparatus  and  machinery,  . 

52,130 

15 

64,769  34 

8. 

Wages  of  meter  takers,  clerical  labor 
in  distribution,  and  salary  or  com- 

mission of  collectors, 

98,350 

74 

105,827  93 

9. 

Repairs,  renewals,  and  maintenance  of 

mains  and  service  pipes, . 

130,431 

95 

151,411  55 

10. 

Repairs  and  renewals  of  meters, 

52,986 

83 

47,597  36 

11. 

Lighting    and   repairing    (gas   lamps 

only),      

10,823 

59 

12,081  45 

12. 

Lighting  and  repairing,  and  materials 

used  for  other  lamps, 

12,319 

15 

8,734  78 

13. 

Directors'  allowances,  . 

10,593 

28 

16,890  02 

14. 

Salaries  of  officers, 

143,902 

06 

144,705  68 

15. 

General  salaries,  . 

105,116 

22 

100,2K)  84 

16. 

Rent  of  offices, 

10,961 

61 

12,119  09 

17. 

General  office  expenses, 

41,713 

20 

44,098  98 

18. 

Taxes,  .... 

268.9-19 

68 

272,884  78 

19. 

Fire  insurance, 

9,419 

61 

9,68 1  10 

20. 

Law  expenses, 

27,879 

51 

34,630  09 

21 

Claims, 

10,390 

77 

26,256  90 

22. 

Bad  debts,     . 

17,002 

37 

8,976  53 

23. 

Incidental  expenses,     . 

39,068 

44 

26,492  08 

24. 

Gas  bought,  . 

242,561 

64 

842,332  69 

Total,   .... 

$3,662,372 

98 

$4,200,281  92 
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For  Year  Ending  June  30. 

1890. 

1891. 

Leaving  an  apparent  net  profit  on  their 

gas  business  of 

They  have  also  received  for  interest, 
They  have  also  received  for  rents,  etc., 
They  have  also   received  as  profits  from 
electric  lighting,      ..... 

$1,608,618  06 

16,(85  00 

151,003  43 

110,871  40 

$1,597,668  87 

24,644  58 

211,414  51 

143,240  78 

Making  a  total, 

From  these  receipts  were  paid  interest  on 

bonds  and  loans, 

Dividends, 

Other  items, 

$1,886,637  89 

$144,128  98 

1,017,785  CO 

107,243  67 

$1,976,968  74 

$521,885  81 

1,026,950  00 

35,380  60 

Leaving  a  surplus  for  the  year  of 

$1,269,157  65 
$617,480  24 

$1,584,216  41 
$392,752  33 

Seven  of  the  companies  appear  not  to  have  earned  expenses, 
and  twelve  others  have  not  earned  sufficient  to  warrant  the  declara- 
tion of  any  dividend. 

The  receipts  for  gas  sold  by  meter  show  an  apparent  increase  of 
about  $608,000  ;  but  the  sales  made  by  various  Boston  companies 
to  one  another,  and  thus  counted  twice  as  sold,  reduce  this  amount 
to  about  $8,000.  Receipts  from  public  lamps  continue  to  fall  off, 
this  year  showing  a  decrease  of  about  $35,000. 

In  the  appendix  will  be  found,  under  date  of  June  30,  1891,  the 
separate  balance  sheets  of  the  companies,  as  taken  from  the 
annual  returns,  with  corrections  as  made  by  the  Board  after  ex- 
amination and  correspondence  with  the  officers  of  the  several 
companies. 
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Aggregates  from  these  balance  sheets  and  those  in  the  returns 
of  1890  show  the  followino-  facts  :  — 


For  Year  Ending  June  30. 

1890. 

1891. 

Assets  :  — 

Real  estate,  machinery,  street  mains  and 

meters,        ...... 

$22,529,075  72 

$23,075,991  07 

Cash  on  hand, 

557,037  67 

618,663  53 

Due  for  gas,  . 

491,658  38 

492,861  55 

Other  accounts  due, 

112,365  77 

262,167  81 

Materials,  etc., 

535,548  04 

815,315  10 

Notes  receivable,  . 

224,594  53 

164,623  31 

Investments,  . 

475,559  16 

356,376  29 

Electric  assets,       . 

1,650,427  31 

2,182,642  57 

$26,576,266  58 

$27,968,641  23 

Liabilities  :  — 

Capital  stock, 

$13,158,300  00 

$13,361,000  00 

Bonds,    .... 

449,970  00 

1,148,556  08 

Notes  payable, 

5,541,732  93 

5,862,007  42 

Unpaid  bills,  . 

141,121  55 

371,503  40 

Unpaid  dividends, . 

20,353  50 

19,851  50 

Deposits, 

32,752  41 

38,864  13 

Interest  due  and  unpaid, 

3,945  80 

10,228  88 

Other  items,  . 

42,784  99 

49,857  04 

$19,390,961  18 

$20,861,868  45 

Reserved  and  depreciation  funds, 

618,289  68 

520,386  14 

$20,009,250  86 

$21,382,254  59 

Surplus, 

6,567,015  72 

6,586,386  64 

$26,576,266  58 

$27,968,641  23 

Of  these  companies  — 


56 '  show  an  aggregate  surplus  of 
ll2  show  an  aggregate  deficit  of  . 

$6,684,922  97 
117,907  25 

$6,824,571  26 
238,184  62 

Leaving  total   net   surplus,  as   shown 
above, 

Which,  added   to   reserves  carried  as 
liabilities, 

$6,567,015  72 
618,289  68 

$6,586,386  64 
520,386  14 

Would  show  an  actual  surplus  of 
Equivalent  to  per  cent   on  capital   of 
about  

f7,185,305  40 
53 

$7,106,772  78 
53 

>  60  in  1890.     *  7  in  1890. 
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The  following  table  shows  the  valuation  of  the  property  of  each 
company  as  assessed  by  the  local  assessors  :  — 


Assessed 

Assessed 

NAME  OF  COMPANY. 

Value. 

NAME  OF  COMPANY. 

Value. 

Adams, 

$14,100 

Lexington, . 

$3,278 

Amesbury,    . 

18,700 

Lowell, 

993,620 

Amherst, 

6,450 

Lynn,  .... 

225,500 

Aldington,     . 

35,150 

Maiden, 

133,700 

Athol,   . 

15,000 

Manufacturers1    (Fall 

Attleborough, 

26,200 

River),     . 

63,900 

Bay  State  (Boston) ,     . 

526,300 

Marblehead, 

13,800 

Beverly, 

54,225 

Marlborough, 

14,000 

Boston, 

4,355,800 

Middleborough,  . 

23,200 

Brockton, 

84,276 

Milford,       . 

76,400 

Bi'ookline,     . 

432,100 

Nantucket, . 

6,000 

Cambridge,  . 

816,100 

Natick, 

12,200 

Chaidestown, 

662,700 

New  Bedford,     . 

441,200 

Chelsea, 

310,750 

New  bury  port,     . 

136,200 

Chicopee, 

30,000 

Newton, 

351,100 

Chicopee  Falls,     . 

10,000 

North  Adams,     . 

24,000 

Citizens1  (Quincy), 

13,500 

Northampton,     . 

51,800 

Citizens' (Wakefield),. 

59,000 

North  Attleborough,  . 

57,300 

Clinton, 

75,000 

Norwood,    . 

11,000 

Cottage  City, 

10,400 

Pittsfield,    . 

78,600 

Danvers, 

4,000 

Plymouth,  . 

22,350 

Dedham, 

32,500 

Roxbury,     . 

633,500 

Dorchester,  . 

298,200 

Salem, 

303,000 

East  Boston, 

220,000 

South  Boston, 

386,300 

Easthampton, 

33,500 

Southbridge, 

21,000 

Fall  River,    . 

259,100 

Spencer, 

22,400 

Fitch  burg,     . 

101,325 

Springfield, 

544,570 

Framingham, 

*_ 

Stoughton,  . 

8,500 

Gardner, 

*_ 

Taunton, 

64,400 

Gloucester,   . 

79,000 

Waltham,    . 

193,000 

Greenfield,    . 

29,000 

Ware, .... 

9,150 

Haverhill,     . 

164,000 

Webster,     . 

31,800 

Holyoke, 

202,000 

Westfield,   . 

52,500 

Ipswich, 

5,400 

Williamstown,    . 

3,750 

Jamaica  Plain, 

193,300 

AVoburn, 

45,100 

Lawrence,     . 

454,000 

Worcester,  . 

576,000 

Lee, 

10,600 
20,000 

Leominster,  . 

Total,  . 

$15,295,794 

*  Not  re 

turned. 

50 


GAS  COMMISSIONERS. 


[Jan. 


Included  in  the  above  are  certain  companies  which  have  electric 
light  plants,  and  the  following  shows  the  assessed  value  of  such 
wherever  separately  returned  :  — 


Amherst, 

Athol,      . 

Beverly,  . 

Brookline, 

Clinton,  . 

Cottage  City, 

Eastharnpton, 

Fitchburg, 

Holyoke, 

Lawrence, 

Lee, 

Lynn, 

Middleborougli, 

New  Bedford, 

Newton,  . 

North  Adams, 

Webster, 

Westfield, 


$2,000 

6,000 

33,300 

10,500 

28,800 

8,160 

4,000 

58,000 

102,000 

50,449 

8,600 

95,500 

15,000 

136,200 

82,100 

8,000 

21,500 

16,500 


Total, $686,609 


The  value  of  the  gas  plants,  as  assessed  by  the  local  assessors, 
is  then  in  round  numbers  $14,000,000,  as  there  are  electric  plants 
at  Charlestown,  Chelsea,  Newburyport,  Southbridge,  Stoughton, 
Wakefield  and  Waltham,  which  are  not  given  in  the  above  table. 
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The  following  table  shows  the  amount  paid  by  each  company  for 
taxes,  after  deducting  the  amounts  belonging  to  the  electrical 
departments  and  the  amount  for  each  thousand  feet  of  gas  sold  :  — 


Amount 

Amount  off  axes 

Per 

NAME  OF  COMPANY. 

Paid. 

Thousand 
sold. 

Adams, 

$441  69 

$0  0873 

Amesbury, 

588  88 

1259 

Amherst,    . 

108  37 

1323 

Arlington,  . 

1,026  89 

1701 

Athol, 

157  35 

0638 

Attleborough,    . 

496  96 

0675 

Bay  State  (Boston),  . 

8,300  27 

0133 

Beverly, 

557  56 

0779 

Boston, 

78,950  65 

0558 

Brockton,   . 

1,405  12 

0823 

Brookline,  . 

4,497  78 

0786 

Cambridge, 

.  T 

20,497  49 

1625 

Charlestown, 

10,279  48 

1354 

Chelsea, 

5,042  87 

1662 

Chicopee,   . 

532  10 

0603 

Citizens'  (Quincy), 

254  68 

0385 

Citizens'  (Wakefield) 

,       . 

375  52 

0665 

Clinton, 

409  05 

0529 

Cottage  City, 

193  93 

0965 

Danvers,     . 

81  31 

0413 

Dedham,     . 

524  67 

0939 

Dorchester, 

6,0,58  74 

0901 

East  Boston, 

5,009  59 

1321 

Easthampton,     . 

524  00 

1298 

Fall  River, 

6,371  59 

1498 

Fitchburg, . 

1,177  12 

0718 

Gardner,     . 

• 

470  76 

5224 

Gloucester, 

1,501  90 

1048 

Greenfield, 

472  62 

1319 

Haverhill,  . 

2,733  09 

0484 

Holyoke,    . 

1,848  22 

0384 

Ipswich, 

78  08 

0517 

Jamaica  Plain,  . 

4,517  63 

1326 

Lawrence,  . 

9,390  70 

1381 

Lee,    . 

47  54 

3087 

Leominster, 

416  79 

2320 

Lexington, 

164  33 

1539 

Lowell, 

18,415  22 

0821 

Lynn, 

4,723  72 

0726 

Maiden,      . 

4,312  78 

1320 

Manufacturers'  (Fall 

River), 

1,090  52 

0821 

Marblehead, 

451  99 

1303 

Marlborough,     . 

305  92 

0677 

Middleborough, 

i_ 

_ 

Milford,      . 

1,353  59 

1357 

Nantucket, 

129  29 

0765 

Natick, 

419  76 

1147 

1  Return  covered  six  months  only. 
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Amount 

Amount  of  Taxes 

Per 

NAME  OF  COMPANY. 

Paid. 

Thousand 
sold. 

New  Bedford, 

$2,901  74 

$0  0722 

Newburyport,    . 

1,188 

56 

1357 

Newton, 

4,378 

67 

0859 

North  Adams,    . 

717 

98 

0460 

Northampton,    . 

857 

85 

0770 

North  Attleborough, 

1,630" 

88 

1288 

Norwood,  . 

207 

90 

1881 

Pittsfield, 

1,697 

43 

1241 

Plymouth, 

339 

66 

0815 

Roxbury, 

13,011 

60 

0802 

Salem, 

5,886 

62 

1651 

South  Boston,     . 

6,300  71 

0893 

Southbridge, 

218 

03 

1671 

Spencer, 

886 

58 

1054 

Springfield, 

7,369 

70 

0937 

Stoughton, 

62 

71 

1662 

Taunton,     . 

1,762 

75 

0465 

Waltham, 
Ware, 

1,823 
150 

06 
29 

0661 
0375 

Webster, 

147 

58 

0925 

Westfield, 

639 

10 

0991 

Williamstown,  . 

110 

41 

2442 

Woburn,     . 

953 

74 

1229 

Worcester, 

12,758 

12 

1025 

$272,709 

78 

The  total  sum  paid  by  the  companies  for  taxes,  including  State 
inspection,  after  apportioning  to  electric  account  that  part  of  the 
gas  companies'  taxes  belonging  to  their  electrical  departments, 
was  $272,709.78,  an  average  of  7  cents  per  thousand  feet  of  gas 
sold  ;  being  an  increase  over  the  previous  year  in  the  total  amount 
of  $2,785.02,  and  a  decrease  of  1.2  cents  per  thousand  feet  sold. 
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Dividends. 

The   dividends  declared  by   the  several  companies  during  the 
year  are  shown  in  the  following  table  :  — 


Amount  per 

Rate  per 

Amount  of 

NAME  OF  COMPANY. 

Cent, 

Dividends. 

Thousand 
Sold. 

Adams, 

20 

'13,460 

$0  6839 

Amesbury, 

4 

2,400 

5132 

Amherst,  . 

- 

2  _ 

- 

Arlington, 

6 

4,200 

6957 

Athol, 

- 

2_ 

- 

Attleborough,  . 

10 

4,640 

6302 

Bay  State  (Boston), 

10 

50,000 

0799 

Beverly,  \  ^?ial  St°ck' 
J '  }  Ordinary  Stock, 

6 
6 

708 
3,550 

: 

Boston,     .... 

71 

187,500 

1325 

Brockton, 

7 

7,000 

4098 

Brookline, 

7 

31,500 

- 

Cambridge, 

10 

70,000 

5550 

Charlestown,   . 

10 

50,000 

- 

Chelsea,   . 

6 

18,000 

- 

Chicopee, 

12 

3,600 

4078 

Citizens'  (Quincy), 

6 

2,580 

3899 

Citizens'  (Wakefield),    . 

- 

2  _ 

- 

Clinton,    .... 

2 

1,200 

- 

Cottage  City,   . 

- 

2  _ 

- 

Danvers,  . 

- 

2  _ 

- 

Dedham,  . 

_ 

2_ 

- 

Dorchester, 

8 

32,000 

4757 

East  Boston,     . 

10 

22,000 

5800 

Easthampton,  . 

10 

3,000 

7433 

Fall  River,  .     . 

9 

25,920 

6090 

Fitchburg, 

10 

10,000 

- 

Framingham,  . 

- 

2  _ 

- 

Gardner,  . 

_ 

2  _ 

- 

Gloucester, 

39 

6,138 

4282 

Greenfield, 

46 

120 

0335 

Haverhill, 

10 

7,500 

1328 

Ipswich,  . 

- 

2  _ 

- 

Jamaica  Plain, 

9 

18,000 

5285 

Lawrence, 

8 

40,000 

- 

Lee, . 

- 

2  _- 

- 

Leominster, 

2 

1,000 

5567 

Lexington, 

3 

600 

5619 

1  In  addition  to  this  dividend,  a  rebate  is  allowed  to  mills  owning  stock.    This 
rebate  amounted  to  $2,410.01. 

2  No  dividend  declared. 

3  An  additional  dividend  of  three  per  cent,  was  declared  from  the  earnings  of 
wharf  property. 

4  On  preferred  stock  only. 
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Amount  per 

Rate  per 

Amount  of 

NAME  OF  COMPANT. 

Cent. 

Dividend. 

Thousand 
Sold. 

Lowell, 

12 

$60,000 

$0  2672 

Lynn, 

9 

33,750 

- 

Maiden, 

8 

17,600 

5385 

Manufacturers'  (Fall  River) , . 

10 

5,000 

3764 

Marblehead,     .... 

- 

i  _ 

- 

Marlborough,  . 

- 

i  _ 

- 

Middleborough, 

- 

i  _ 

- 

Milford,   .... 

10 

7,230 

7249 

Nantucket,       .... 

4 

1,440 

8522 

Natick,     .... 

- 

i  _ 

- 

New  Bedford,  . 

7 

38,500 

Newburyport,  . 

6 

8,400 

Newton,  .... 

8 

16,000 

- 

North  Adams,  . 

6 

3,000 

- 

Northampton, . 

8 

4,000 

3591 

North  Attleborough, 

6 

4,086 

3228 

Norwood,         .                 . 

- 

i  _ 

- 

Pittsfield, 

12 

7,500 

5483 

Plymouth, 

5 

2,000 

4801 

Roxbury, 

10 

60,000 

3699 

Salem,      .... 

6* 

19,500 

5470 

South  Boston,  . 

5 

22,000 

3118 

Southbridge,    . 

H 

2,200 

- 

Spencer,  .        .         .        . 

- 

i  _ 

— 

Springfield, 

8 

40,000 

5087 

Stoughton, 

- 

i  _ 

- 

Taunton,  .... 

10 

8,000 

2109 

Waltham, 

7 

9,800 

- 

Webster,  .... 

- 

i  _ 

- 

Westfield, 

8 

4,320 

- 

Williamstown, 

- 

i  _ 

- 

Woburn,  .... 

8 

3,608 

4651 

Worcester, 

8 

40,000 

3213 

- 

$1,024,550 

_ 

1  No  dividend  declared. 


Price  of  Gas. 

The  following  companies  have  reduced  the  price  of  gas  during 

the  year  ending  June  30,  1891  :  — 

Brookline,  Roxbury, 

Citizens1  (Wakefield),  South  Boston, 

Dorchester,  Springfield. 
Maiden, 

At  Spencer,  the  price  of  gas  has  been  raised  from  $1.25  to 

$1.60. 


1892.]  PUBLIC   DOCUMENT— No.  35.  55 

The  following  pages  show  the  price  charged  by  the  several 
companies,  June  30,  1891  ;  the  average  candle-power  as  shown  by 
the  tests  made  by  the  State  inspector  of  gas  ;  and  the  average 
price,  per  thousand  feet  sold  by  meter,  received  in  the  two  years 
ending  June  30,  1891. 

The  gas  made  is  coal-gas,  except  where  otherwise  noted. 
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60  GAS   COMMISSIONERS.  [Jan. 

The  average  price  to  consumers  for  coal  gas,  of  twenty-five 
companies  making  annually  more  than  30,000,000  feet  each,  is 
$1.3110  per  thousand  feet.  The  average  price  of  the  remainder 
of  the  coal-gas  companies  is  $1.9645,  making  an  average  for  all 
of  $1.3557  per  thousand.  The  average  price  for  oil  gas  is  $3.7568 
per  thousand  feet. 

The  average  price  for  coal  gas  in  1886  was  $1.72  ;  in  1887,  $1.66  ; 
in  1888,  $1.56;  in  1889,  $1.45  ;  in  1890,  $1.39;  and  in  1891, 
$1.31,  —  a  steady  gain  for  the  consumer. 

The  following  table  shows  the  amount  of  gas  made  in  the .  year 
ending  June  30,  1891,  and  in  the  year  ending  June  30,  1890  ;  the 
amount  sold  by  meter  and  to  public  lamps  in  both  these  years  ; 
the  amount  used  at  works  and  offices  ;  and  the  amount  of  gas 
unaccounted  for  during  the.  year  ending  June  30,  1891,  and  the 
percentage  of  unaccounted-for  gas  in  both  years  :  — 
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The  following  table  shows  the  capacity  of  the  works,  the  greatest 
and  least  daily  output,  and  date  of  the  same  for  each  of  the 
companies  :  — 


NAME  OF  COMPANY. 

Daily 
Capacity  of 

Greatest 

Date. 

Least 

Date. 

Works. 

Output. 

Output. 

Feet. 

Feet. 

Feet. 

Adams, 

50,000 

l  _ 

1_ 

)  _ 

I  _ 

Amesbury, 

100,000 

39,500 

Feb.    4, 

9,000 

July      4 

Amherst,  . 

5,000 

6,000 

Nov.   - 

1,000 

July      - 

Arlington, 

50,000 

38,000 

Dec.  20, 

9,970 

June    14 

Athol, 

25,000 

19,600 

Dec.  23, 

2,300 

July     11 

Attleborough,   . 

100,000 

42,000 

Jan.  17, 

12,000 

July  •  28 

Bay  State  (Boston), 

1,000,000 

3,469,000 

Dec.  13, 

350,000 

June    14 

Beverly,    . 

50,000 

44,100 

Jan.    2, 

8,000 

June    14 

Boston, 

6,000,000 

5,984,297 

Dec.  17, 

995,553 

Aug.      3 

Brockton,  . 

120,000 

101,196 

Dec.  24, 

21,288 

July       4 

Brookline, 

350,000 

307,000 

Dec.  24, 

83,000 

July     15 

Cambridge, 

1,000,000 

710,000 

Dec.  12, 

130,000 

July      4 

Charlestown,     . 

500,000 

385,000 

Dec.  24, 

112,000 

July     27 

Chelsea,     . 

250,000 

164,500 

Dec.  24, 

42,500 

Aug.    18 

Chicopee,  . 

80,000 

74,000 

Dec.  18, 

4.300 

Aug.    14 

Chieopee  Falls, 

i  _ 

i  _ 

i  _ 

i  _ 

i  _ 

Citizens'  (Quincy),  . 

70,000 

46,900 

Dec.  27, 

9,200 

June    12 

Citizens'  (Wakefield) 

,       35,000 

40,000 

Dec.  25, 

15,000 

Julv     12 

Clinton,     . 

90,000 

60,100 

Jan.    1, 

4,000 

Sept.    15 

Cottage  City, 

60,000 

34,000 

Aug    9, 

0 

Jan.       5 

Danvers,    . 

20.000 

12,800 

Dec.  28, 

2,700 

June    23 

Dedharn,    . 

80,000 

38,800 

Jan.    5, 

9,930 

July     14 

Dorchester, 

300,000 

287,070 

Dec.  24, 

90,863 

July       8 

East  Boston, 

250,000 

192,155 

Dec.  24, 

58,415 

July       6 

Easthampton, 

40,000 

40,000 

Dec.  18, 

4,000 

July     30 

Fall  River, 

500,000 

315,400 

Dec.  17, 

48,700 

June    14 

Fitch  burg, 

100.000 

99,000 

Dec.  18, 

19,200 

June    14 

Framingham, 

250,000 

28,940 

Feb.  14, 

6,210 

April   19 

Gardner,    . 

2  _ 

2_ 

2_ 

2_ 

2  _ 

Gloucester, 

125,000 

82,900 

Dec.    6, 

15,000 

June    14 

Greenfield, 

50,000 

22,700 

Jan.     4, 

5,100 

July       9 

Haverhill, . 

320,000 

305,000 

Jan.  22, 

55,000 

July     27 

Holyoke,   . 

500,000 

283,564 

Dec.  17, 

48,390 

Aug.    10 

Ipswich,    . 

2  _ 

8,400 

Dec.  21, 

2,500 

June    21 

Jamaica  Plain, 

200,000 

167,859 

Dec.  24, 

58,761 

July       4 

Lawrence, 

1,000,000 

409,798 

Jan.    2, 

41,257 

Aug.    31 

Lee,  . 

5,000 

1,500 

2_ 

400 

2  _ 

Leominster, 

30.000 

2_ 

2_ 

2  _ 

2  _ 

Lexington, 

20,000 

3  _ 

3_ 

3_ 

3  _ 

Lowell, 

1,000,000 

1,278,000 

Dec.  17, 

233,000 

Aug.      3 

Lynn, 

700,000 

367.600 

Dec.  23, 

67,400 

July       4 

Maiden,     . 

200,000 

170,800 

Dec.  18, 

56,800 

June    1 1 

Manufacturers' 

(Fall 

River,     . 

2_ 

141,800 

Dec.  18, 

13,100 

June      2 

Marblehead, 

55,000 

2_ 

2_ 

2_ 

2_ 

Marlborough, 

•     100,000 

30,590 

Dec.  20, 

3,760 

Aug.      4 

Middleborough, 

2_ 

8,000 

Dec.  21, 

2_ 

2_ 

Milford,     . 

80,000 

69,810 

Dec.  30, 

11,000 

June  14 

1  No  record  kept. 


2  Not  returned. 


s  No  station  meter. 
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Daily 

NAME  OF  COMPANY". 

Capacity  of 

Greatest 

Date. 

Least 

Date. 

Works. 

Output. 

Output. 

Feet. 

Feet. 

Feet. 

Nantucket, 

28,000 

11,580 

Aug.  14, 

2,890 

May     17 

Natick, 

35,000 

23,900 

Dec.  17, 

3,500 

July       6 

New  Bedford,   . 

300,000 

214,200 

Dec.    2, 

64,500 

July       1 

Newburyport,  . 

100,000 

51,780 

Dec.  17, 

11.970 

June      8 

Newton,    . 

250,000 

267,000 

Dec.  28, 

75,000 

July     14 

North  Adams,  . 

130,000 

103,900 

Dec.    6, 

25,200 

Aug.      4 

Northampton,  . 

75,000 

65,830 

Dec.    6, 

12,861 

Aug.      3 

North  Attleborough, 

110,000 

72,388 

Dec.  17, 

11,192 

July     13 

Norwood, . 

i  _ 

i  _ 

i  _ 

i  _ 

1  - 

Pittsfield,  . 

240,000 

68,000 

Dec.  23, 

20,000 

June    19 

Plymouth,. 

20,000 

24,440 

Jan.    2,. 

5,430 

June    28 

Roxbury,  . 

500,000 

803,106 

Dec.  24, 

163,671 

July       8 

Salem, 

300,000 

198,000 

Jan.    4, 

42,000 

July     17 

South  Boston,    . 

425,000 

357,996 

Dec     - 

98,470 

July      - 

Southbridge, 

i  _ 

i  _ 

i_ 

i  — 

i  _ 

Spencer,    . 

225,000 

48,700 

Dec.  31, 

11,100 

June    14 

Springfield, 

500,000 

432,000 

Dec.  17, 

72.000 

July     13 

Stoughton, 

10,000 

4.000 

i  _ 

1,000 

i  _ 

Taunton,   . 

300,000 

235,000 

Dec.  25, 

55,000 

June    14 

Waltham, . 

200,000 

154,300 

Dec.  17, 

22,400 

Aug.    10 

Ware, 

70,000 

29,730 

Dec.  18, 

4,370 

June    15 

Webster,   . 

24,000 

12,000 

Dec.  23, 

6.000 

Aug.      3 

Westfield, . 

40,000 

42,600 

Dec.  18, 

7,600 

Aug.      4 

Williamstown, . 

3.500 

2  _ 

2  _ 

2_ 

2  _ 

Woburn,    . 

80,000 

42.000 

Dec.  25, 

10,000 

July       5 

Worcester, 

1 ,050,000 

698,000 

Dec.  17, 

118,600 

July       5 

1  Not  returned. 


2  No  station  meter. 
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GAS   COMMISSIONERS. 


[Jan. 


The  following  tables  show  the  total  quantity  of  gas  sold  daring 

the  year  ending  June  30,  1891  ;    the   percentage   of  increase  in 

sales  over  the   previous  year ;  the   capital  (including  bonds)  per 

thousand  feet  sold,  omitting  those  companies  which  have  electric 

light  plants  ;  the  average  price  received  for  all  gas  sold  during  the 

year   ending   June   30,    1891  ;    and   the   average   price   the   year 

previous  :  — 

Coal-gas   Companies. 

[Boldface  figures  show  decrease.] 


NAME  OF  COMPANY. 


Total  Sales 
of  Gas , 


21- 

5-1  § 

«  .S3 
O 

Average  price 
received 
per  M  sold, 
1890  91. 

$3,420 

$2  41 

12.829 

1  75 

11.595 

2  75 

- 

2  35 

6.302 

2  00 

8.013 

1  00 

- 

2  31 

1.767 

1  20 

12.410 

2  06 

- 

1  92 

5.550 

1  57 

- 

1  69 

- 

1  94 

3.398 

1  82 

8.009 

1  92 

- 

2  02 

- 

2  07 

- 

2  00 

11.687 

2  65 

19.512 

1  93 

5.946 

1  59 

5.800 

1  72 

7.681 

2  50 

6.771 

1  51 

- 

1  91 

- 

20  58 

5.581 

1  81 

14.375 

2  03 

2.071 

1  39 

- 

1  54 

7.120 

1  96 

- 

1  41 

2.361 

1  10 

- 

1  58 

6.968 

1  91 

3.764 

1  44 

Adams, 
Amesbury,  . 
Arlington,  . 
Athol, . 
Attleborough, 
Bay  State  (Boston),1 
Beverly, 
Boston, 
Brockton,    . 
Brookline,  . 
Cambridge, 
Charlestown, 
Chelsea, 
Chicopee,    . 
Citizens1  (Quincy), 
Citizens'  (Wakefield) 
Clinton, 
Cottage  City, 
Danvers, 
Dedham, 
Dorchester, 
East  Boston, 
Easthampton, 
Fall  River,  . 
Fitchburg,  . 
Framingham, 
Gloucester, . 
Greenfield,  . 
Haverhill,   . 
Holyoke, 
Jamaica  Plain,    . 
Lawrence,  . 
Lowell, 
Lynn, . 
Maiden, 

Manufacturers'    (Fall 
River) ,     . 


Feet. 

5,059,000 

4,676,690 

6,037,090 

2,467,900 

7,362,400 

625,484,000 

7,158,550 

1,414,783,122 

17,083,200 

57,190,035 

126,125,876 

75,898,485 

30,342,078 

8,827,964 

6,617,500 

5,645,000 

7,738,620 

2,009,900 

1,968,000 

5,586,300 

67,269,760 

37,928,632 

4,035.900 

42,532,509 

16,385,800 

1,129,600 

14,333,750 

3,582,600 

56,488,800 

48,149,984 

34,059,970 

67,981,211 

224,526,000 

65,082,200 

32,683,300 

13,282,300 


335 

9.63 
0.67 
839 

14  56 
349.20 

12.77 
6.99 

21.88 
5.76 
6.30 
0.93 
1.51 
5.74 

10.23 
8.10 
2.40 

18.35 

18.15 
6.80 
9.51 
3.34 
9.76 

10.38 
4.57 

10.62 
20.66 
4.82 
3.44 
1.81 
174 
0.01 
6.99 
6.85 

0.92 


$2  39 


74 

75 
37 
00 
00 
31 
23 
09 
94 
64 
69 
96 
80 
34 
46 
12 
96 
61 
27 
93 
72 
52 
56 
90 


1  79 


1  95 


41 
10 


1  75 
1  95 


1  52 


Sells  only  to  other  companies. 


2  Non-illuminating  fuel  gas. 
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a  (3 

S'O     . 

S'a'a 

NAME  OF  COMPANY. 

Total  Sales 

GG  *     . 

P."  s 

S  ,pq 

'E  .   3 

P.-*  to    . 

'C  Z  o 

of  Gas. 

sis 

&1  S? 

a  M  ^ao 

'~  0)  £gg 

I 

Feet. 

Marblehead, 

3,468,400 

9.57 

$13,320 

$2  50 

f  2  54 

Marlborough, 

4,522,000 

575 

11.057 

2  31 

2  32 

Milford,       . 

9,973,900 

1.33 

7.249 

1  86 

1  96 

Nantucket,  . 

1,689,800 

1134 

21.304 

2  55 

2  66 

Natick, 

3,658.300 

14  65 

7.791 

1  57 

2  10 

New  Bedford, 

40,178,558 

6  80 

- 

1  59 

1  48 

Newburyport, 

8,760,500 

030 

- 

2  03 

2  01 

Newton, 

50.958,300 

8.64 

- 

1  95 

1  91 

North  Adams,     . 

15,592,800 

16  56 

- 

1  74 

1  72 

Northampton, 

11,138,000 

7.14 

4  489 

1  88 

1  90 

North  Attleborough,  . 

12,659,800 

155 

5.379 

1  99 

2  00 

Norwood,    . 

1,105,100 

20  73 

10.858 

2  44 

2  43 

Pittsfield,     . 

13,678,150 

2  34 

4.569 

1  89 

1  89 

Plymouth,  . 

4,165,900 

4.81 

9.602 

2  10 

2  10 

Roxbury,     .        .  •      . 

162,221,077 

4.24 

3.699 

1  53 

1  59 

Salem, 

35,651.094 

1.29 

8.415 

1  76 

1  80 

South  Boston, 

70,563,099 

7.11 

6.916 

1  55 

1  72 

Spencer, 

8,412,000 

1430 

- 

1  49 

1  25 

Springfield, 

78,637,800 

242 

6.994 

1  69 

1  66 

Taunton, 

37,926,000 

2.13 

2.109 

1  47 

1  47 

Waltham,    . 

27,565,500 

3.29 

- 

1  89 

1  84 

Ware, .... 

2,179,173 

1.03 

- 

l2  24 

•2  31 

Webster,     . 

1,595,500 

12.34 

- 

2  28 

2  29 

Westfield,   . 

6,445,933 

8.20 

- 

2  14 

2  29 

Woburn, 

7,758,150 

2.01 

5.813 

1  78 

1  78 

Worcester, . 

124,510,400 

4.61 

4.337 

1  50 

1  50 

3,892,529,260 

1  Average  from  gas  sold  to  public. 


Oil-gas  Companies. 


Amherst, 

819,207 

190 

$5  36 

$5  22 

Chicopee  Falls, 

777,000 

0.63 

- 

»3  51 

»3  33 

Gardner, 

901,000 

6.27 

$33,296 

4  54 

4  50 

Ipswich, 

1,511,200 

3.93 

16.533 

2  99 

3  01 

Lee,     . 

154,000 

183.91 

- 

5  00 

5  50 

Leominster, 

1,796,367 

21.69 

27.834 

3  94 

4  00 

Lexington,  . 

1,067,790 

9.87 

18.730 

4  45 

4  47 

Middleborough, 

700,000 

2_ 

- 

2  54 

5  00 

Southbridge, 

1,304,694 

1.76 

- 

2  86 

2  82 

Stonghton,  . 

3_ 

_ 

- 

- 

5  50 

Williamstown, 

426,800 

241.46 

69.682 

5  34 

5  66 

9,458,058 

1  Average  price  gas  sold  to  the  public.        -'  Return  covers  six  months  only. 
3  Not  returned. 
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GAS   COMMISSIONERS. 


[Jan. 


The  following  tables  show  the  capital  (including  bonds),  the 
gas  sold,  the  gas  unaccounted  for,  and  the  number  of  consumers 
per  mile  of  main ;  also  the  gas  sold  per  consumer  and  per  meter 
light.  Where  capital  is  employed  for  both  gas  and  electric  light, 
the  amount  per  mile  of  main  is  omitted. 


Coal-gas    Companies. 


Per  Mile  of  Main. 

Gas 

Gas 
sold  per 

NAME  OF    COMPANY. 

Gas  un- 

Number 

sold  per 
Meter 

Capital. 

teas  sold. 

accounted 
for. 

of 
Consumers. 

Consumer. 

Light. 

Feet. 

Feet. 

Feet. 

Feet. 

Adams,        ... 

$3,460 

1,011,800 

284,200 

26.4 

38,326 

3.827 

Amesbury,  . 

9,740 

759,203 

57,664 

28.6 

25,558 

3.385 

Arlington,    . 

3,177 

273,915 

51,019 

19.3 

14,204 

2,634 

Athol 

- 

766,428 

61,779 

42.2' 

18,146 

2,727 

Attleborougb, 

10,716 

1.700,323 

180,923 

58.2 

29,216 

6,105 

Beverly, 

- 

1,101,315 

95,038 

70.6 

14,786 

2,919 

Boston, 

18,945 

10.721,303 

547,456 

223.1 

46,527 

4,453 

Brockton,    . 

12,848 

1,035,345 

291,200 

52.0 

19,910 

3,230 

Brookline,  . 

- 

827,163 

147,248 

30.3 

21,926 

3,192 

Cambridge, 

8,310     1,497,220 

142,747 

68.5 

20,054 

3,828 

Charlestown, 

- 

1,832,411 

252,764 

96.7 

16,407 

3,384 

Chelsea, 

- 

842,835 

141,551 

45.7 

18,434 

3,821 

Chicopee,    . 

8,000 

2,354,123 

500,889 

56.0 

41,909 

3,737 

Citizens'  (Quincy),     . 

4,586 

572,596 

181,785 

33.1 

14,667 

2,552 

Citizens'  (Wakefield), 

- 

310,506 

60,506 

19.6 

14,599 

2,109 

Clinton, 

- 

1,682,308 

48,196 

49.8 

33,707 

2,025 

Cottage  City, 

- 

881,535 

301,315 

79.4 

9,861 

2,324 

Danvers, 

5.077 

434,437 

111,192 

29.6 

14,687 

1,883 

Dedbam, 

7,933 

406,572 

112,685 

21.9 

18,497 

2,636 

Dorchester, 

6,425 

1,080,465 

200 

51.7 

13,621 

2,701 

East  Boston, 

10,800 

1,861,985 

220,836 

76.3 

17,862 

4,635 

Easthampton, 

8.516 

1,108,763 

126,373 

47.8 

23,195 

2,056 

Fall  River, . 

12,598 

1,860,564 

166,329 

62.9 

27,673 

2,277 

Fitcbburg,  . 

- 

1,411,352 

114,720 

55.6 

24,250 

3,392 

Framingham, 

32,413 

243,448 

168,168 

21.6 

- 

- 

Gloucester, . 

8,138 

1,458,163 

111,622 

68.5 

20,184 

4,505 

Greenfield,  . 

10,774 

749,498 

102,238 

46.9 

15,994 

3,915 

Haverhill,    . 

5,449 

2,631,057 

148.122 

106.3 

22,918 

3,868 

Holyoke,     . 

- 

2,547,618 

207,782 

81.6 

30,976 

3,932 

Jamaica  Plain,    . 

9,011 

1,265,699 

118,766 

52.7 

16,346 

2,987 

Lawrence,   . 

- 

1,914,424 

198,309 

69.3 

27,635 

4,066 

Lowell, 

6,871 

2,911,007 

157,535 

103.9 

27,002 

3,745 

Lynn,  .... 

- 

2,145,095 

284,957 

82.9 

25,877 

4,626 

Maiden, 

3,898 

559,358 

50,171 

33.1 

16,882 

3,203 

Manufacturers'    (Fall 

River),     . 

10,526 

2,796,273 

253,305 

63.2 

41,805 

2,203 

Marblehead, 

7,857  I      589,864 

211,714 

35.7 

14,432 

2,434 

Marlborough, 

14,881  !  1,345.833 

270,279 

58.9 

22,687 

2761 

Milford,       . 

9,329 

1,286,954 

82,297 

60.8 

20,279 

2,978 

Nantucket, . 

7,438 

349,132 

100,079 

28.9 

9,028 

2,135 

Natick, 

6,291 

807,571 

43,863 

48.3 

15,000 

1,895 

New  Bedford, 

- 

1,371,281 

118,202 

85.5 

13,805 

2,729 

Newburyport,     . 

- 

978,827 

216,925 

51.6 

18,962 

3,215 

Newton, 

- 

766,290 

85,633 

35.1 

19,296 

3,149 

North  Adams,    . 

- 

1,556,167 

426,896 

53.3 

28,516 

4,052 

Northampton,     . 

5,160 

1,149,432 

122,174 

489 

23,498 

3,219 

North  Attleborough,  . 

7,362 

1,368,623 

134,642 

40.6 

33,640 

4,777 

Norwood,    . 

2.778 

255,810 

- 

10.2 

25,115 

1,765 

Pittsfield,    . 

7,852 

1,718,360 

206.640 

80.2 

21,074 

4,296 

Plymouth,  .        ... 

11,111 

1,157,194 

71,906 

67.5 

17,144 

1,965 

Roxbury,    . 

8,329 

2,251,819 

14,732 

104.4 

17,846 

3,369 
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Coal-gas  Companies  —  Concluded. 


Per  Mile  of  Main. 

Gas 

Gas 

sold  per 

NAME    OF    COMPANY. 

Gas  un- 

Number 

sold  pei- 

Capital. 

Gas  sold. 

accounted 
for. 

of 
Consumers. 

Consumer. 

Light. 

Feet. 

Feet. 

Feet. 

Feet. 

Salem, 

$12,190 

1,448,642 

262,743 

103.7 

13,673 

2,849 

South  Boston, 

16,084 

2,325,744 

265,711 

82.7 

23,831 

4,668 

Spencer, 

- 

658,731 

20,501 

38.6 

17,063 

3,902 

Springfield, 

12,800 

1,830,060 

69,644 

86.0 

21,094 

2,452 

Taunton,     . 

4,018 

1,904,872 

100,608 

65.8 

27,919 

3,544 

Waltham,   . 

- 

1,391,494 

88,409 

50.0 

26,680 

4,181 

Ware, . 

- 

1,736,092 

201,488 

67.5 

25,707 

2,426 

Webster, 

- 

405,980 

73,613 

33.8 

11,996 

2,231 

Westfield,    . 

- 

1,198,128 

124,807 

60.6 

19,364 

3,560 

Woburn, 

7,309 

1,257,398 

70,494 

76.2 

16,507 

2,989 

Worcester,  . 

11,630 

2,681,679 

131,036 

104.1 

25,089 

5,126 

Oil-gas  Companies. 


Amherst,     . 

187,033 

27.9 

5,882 

1,388 

Chicopee  Falls, 

- 

669,828 

- 

82.8 

8,094 

1,678 

Gardner, 

$2,817 

84,601 

- 

11.8 

7,151 

1,820 

Ipswich, 

8,797 

532,112 

- 

33.5 

15,493 

1,312 

Lee,     . 

- 

89,017 

- 

41.6 

2,139 

507 

Leominster, 

6,821 

245,070 

16,526 

29.3 

8,355 

1,665 

Lexington,  . 

6,849 

365,681 

- 

38.4 

6,570 

1,530 

Middleborough, 

- 

- 

- 

47.0 

- 

- 

Southbridge, 

- 

609,670 

18,575 

93.5 

6,523 

1,173 

Stoughton,  . 

8,000 

125,788 

- 

19.0 

6,620 

2,639 

Williamstovvn, 

- 

— 

- 

— 

11,535 

2,884 
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The  following  tables  show  the  materials  and  quantity  of  each 
used  in  the  manufacture  of  water  and  oil  gas,  also  the  process 
used,  and  the  quantity  of  water  gas  made  :  — 

Water  Gas. 


Name  or 
Company. 

Process 
used. 

Materials  used 
in  Generator. 

Quantity 
used. 
Tons. 

En  richer 
used. 

Quantity 
used. 
Gallons. 

Gas 
made. 
Feet. 

Amesbury,     . 

Bay   State, 
Boston, 

Charlestown, 
Cottage   City, 
Fall  Kiver,     . 
Framingham, 

Lawrence, 
Lynn, 

Pittsfield, 
Spencer, 
Worcester,     . 

Lowe- 
Granger, 

Flannery, 

Granger, . 
Loomis,  . 
Lowe, 
Loomis,    . 

Lowe, 
Granger 
and  Lowe, 
Lowe, 
Evans, 
Granger, . 

Anthracite,  . 

Anthracite,  . 

Coke,     . 

Anthracite,  . 

Anthracite,  . 

Cumberland 
coal,  . 

Anthracite,  . 
<  Coal,      . 
}  Coke,     . 

Anthracite,  . 

Coke,     . 

Coke,     . 

1210  j 
2  14,527  j 

3  _ 

*  192 

5  829 

6  67 

'318 

172 

8  _ 

9  110 

10  _ 

11  _ 

Naphtha,     . 
Petroleum, . 
Petroleum, . 
Naphtha,     . 
Naphtha,     . 

Petroleum, . 

Petroleum, . 
Lima  oil, 
Naphtha,     . 
Petroleum, . 
Petroleum,. 
Naphtha,     . 

7,940  ) 

16,441  i 

113,375  ) 

2,788,639  J 

60,531 

207,986 

58,662 
47,093  ( 
40,165  i 
47,559 
46,706 
249,170 

5,064,900 

625,929„000 

11,244,000 
2,696,000 
43,492,500 

2,237,900 
13,490,405 

10,025,500 

6,917,000 

9,021,900 

46,886,000 

1  28  tons  of  screenings,  cinders  and  anthracite  used  for  generating  steam. 

2  747  tons  coke  and  screenings  from  generator  used  for  steam. 

3  306  chaldrons  coke  used  in  generator;  steam  obtained  from  electric-light  boilers. 

4  Steam  taken  from  electric-light  boilers.    Non-illuminating  gas  made. 

5  For  generating  steam,  314  tons  pea  coal,  19  tons  buckwheat  coal,  3  tons  coke,  51  tons 
screenings,  22  tons  slack. 

6  24  tons  Cumberland  used  for  generating  steam.    Non-illuminating  gas  made.    In  opera- 
tion from  Jan.  13,  1891. 

7  Steam  taken  from  electric-light  boilers. 

8  4,837  bushels  of  coke  used  in  generator.    Coke  used  for  steam ;  quantity  not  given. 
8  Coal  and  coke  breeze  used  in  generating  steam.    Quantity  not  given. 

10  Made  in  works  and  not  measured.  90  tons  of  coal  used  for  generating  steam. 

11  46,763  bushels  coke  used  in  generator,  and  one-sixth  of  a  bushel  per  M  used  for  steam. 

Oil  Gas. 


Materials 

Quantity 

Quantity 

Name  of  Company. 

used. 

Fuel  used. 

used. 

Gallons. 

used. 

Amherst,        .... 

Naphtha, 

12,302 

Coke,   . 

2,821    bushels. 

Chicopee  Falls, 

Petroleum, 

31,131 

Anthracite, 

86    tons. 

Gardner,         .        .                 . 

Naphtha, 

21,015 

Wood, 

120    cords. 

Ipswich,         .... 

Petroleum, 

24,673 

Cumberland  coal, 

88    tons. 

Lee, 

Petroleum, 

i  _ 

Bituminous  coal, 

i_ 

Leominster 

Gas  oil,  . 

18,956 

Cumberland  coal, 

114    tons. 

Lexington, 

Petroleum,     . 

11,168 

Anthracite, 

78    tons. 

Middleborough,2   . 

Naphtha,        . 

6,008 

I  Steam  coal, 
j  Wood,      . 

j  25    tons. 
/  15    cords. 

Southbridge, 

Petroleum,     . 

12,603 

{  Anthracite, 
}  Wood,      . 

j  51J  tons. 
(    "2\  cords. 

Stoughton 

Naphtha, 

i  _ 

Bituminous  coal, 

i  _ 

Williamstown,      .        .         j 

Naphtha, 
Petroleum, 

6,750 
258 

J  Wood,      . 

38J  cords. 

1  Not  given. 


2  For  six  months  only. 
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Street   Mains. 

The  returns  by  the  various  companies  of  their  street  mains  are 
still  somewhat  deficient  in  detail.  During  the  year  fifty-one  com- 
panies laid  about  forty-nine  miles  of  mains,  varying  in  the  several 
cases  from  less  than  one  hundred  feet  to  nearly  eight  miles. 

The  following  table  shows  the  lengths  and  sizes  of  the  mains, 
as  returned  by  the  companies  :  — 
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High-power  Gas  Lamps. 
The  following  table  shows  the  number  of  Lungren  or  other  high- 
power  gas  lamps  in  use  June  30,  1891  :  — 


Adams,     . 

Athol, 

Attleborough, 

Beverly,    . 

Brockton, 

Cambridge, 

Chelsea,    . 

Chicopee, 

Clinton,    . 

Dedham,  . 

Dorchester, 

East  Boston, 

Fall  River, 

Fitchburg, 

Gloucester  (Altfo-carbon 

Greenfield, 

Haverhill, 

Holyoke,  . 

Jamaica  Plain 

Lawrence, 

Leominster, 

Lowell,     . 

Maiden,    . 


about 


about 


). 


67 

6 

11 

14 

1(>9 

110 

15 

•  2 

13 

y 

6 

161 

32 

7 

150 

21 

145 

4 

4 

216 

1 

18 

150 


Marblehead, 
Marlborough, 
Middleborough 
Mil  ford,    . 
Natick,     . 
New  Bedford, 
Newbury  port, 
Newton,  . 
North  Adams, 
Northampton, 
North  Attlebor 
Pittsfield, 
Plymouth, 
Salem, 
Spencer,  . 
Springfield, 
Taunton,  . 
Waltham, 
Ware, 
Westtield, 
Woburn,  . 
Worcester, 


ous;h 


about 


1 
110 

1 
130 

6 
13 

4 
112 
130 
22 
50 
16 
84 

6 

4 
14 
53 
20 

5 
20 

2. 
14 


The  companies  reporting  more  than  fifty  gas-stoves  iu  use  on 
June  30,  1891,  are  as  follows  :  — 


Chelsea, . 

about 

50 

New  Bedford 

.       ..         .510 

Citizens'  (Quincy) 

•         • 

75 

Newton, 

.     131 

Dedham, 

, 

61 

North  Adams 

about       75 

East  Boston,  . 

about 

70 

Northampton, 

about     120 

Fall  River, 

, 

286 

Plymouth, 

.       (J6 

Fitchburg, 

84 

Salem,    . 

about     150 

Framingham, 

. 

104 

Spencer, 

.     382 

Gloucester,     . 

, 

140 

Springfield, 

.  2,043 

Greenfield, 

55 

Taunton, 

.     138 

Holyoke, 

about 

325 

Waltham, 

.     195 

Lawrence, 

428 

Westfield, 

about      80 

Lowell,  . 

about  1 

,700 

Woburn, 

about      50 

Lynn,      . 

about 

100 

Worcester, 

.1,160 

Nalick,    . 

58 

Public  Lamps. 
The  number  of   public  gas   lamps  supplied   by  the  companies 
shows  a  decrease  of  1,384  for  this  year. 

The  oil-gas  companies  show  a  loss  of  2  for  the  year. 
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The  following  table  shows  the  number  of  lamps  supplied  June 
30,  1891,  the  net  increase  or  decrease  during  the  year,  the  average 
price  per  thousand  feet  received  from  gas  used  in  street  lamps, 
and  also  the  cost  per  thousand  feet  of  the  care  of  the  lamps  when 
this  is  done  by  the  companies  :  — 

Public  Lamps — Coal-gas. 


1 
Increase  or  Decrease 

Average 

Price 
received 

Expense  of 

Number 

During  the  Year. 

Lighting 

NAME  OF  COMPANY. 

of  Lamps 
supplied. 

per  M, 

including 

and  Care 

of  Lamps 

Increase. 

Decrease. 

Expenses. 

Per  M. 

Amesbury, 

14 

_ 

_ 

$1   94 

$0  36 

Beverly,    .... 

51 

- 

- 

2  20 

_ 

Boston,     .         .         .         . 

2,662 

- 

322 

1  00 

_ 

Brookline, 

757 

35 

- 

2  0-2 

24 

Cambridge, 

651 

- 

58 

1   35 

_ 

Charlestown,    . 

638 

- 

94 

1  55 

_ 

Chicopee, 

4 

- 

- 

2  00 

_ 

Citizens'  (Quincy),  . 

69 

- 

- 

1  38 

30 

Citizens'  (Wakefield), 

63 

- 

13 

2   16 

_ 

Clinton,    .         .         .         . 

- 

- 

6 

2  25 

_ 

Cottage  City,    . 

29 

9 

- 

2  22 

_ 

Dorchester, 

1,464 

- 

18 

1  58 

_ 

East  Boston,     . 

618 

_ 

77 

1  60 

_ 

Fall  River, 

260 

_ 

45 

1  49 

_ 

Fitchburg, 

56 

- 

6 

1   55 

_ 

Gloucester, 

100 

- 

_ 

1  52 

_ 

Haverhill, 

191 

_ 

10 

1  25 

_ 

Holyoke,  .... 

49 

- 

27 

1   30 

_ 

Jamaica  Plain, 

638 

_ 

137 

1  85 

_ 

Lowell,     .         .         .         . 

968 

16 

_ 

1   10 

_ 

Maiden,    .         .         .         . 

- 

_ 

2 

- 

_ 

Manufacturers'        (Fall 

River),. 

70 

_ 

14 

1  40 

_ 

Marblehead,     . 

80 

1 

_ 

2  40 

_ 

Marlborough,  . 

4 

_ 

4 

2  76 

_ 

Milford,    . 

42 

1 

_ 

2  00 

55 

Nantucket, 

76 

_ 

_ 

2  35 

46 

Natick, 

37 

4 

_ 

1   13 

09 

New  Bedford,  . 

415 

_ 

32 

1  73 

46 

Newton,    .         .         .         . 

816 

29 

_ 

1  63 

67 

North  Adams,  . 

18 

_ 

91 

1  50 

75 

North  Attleborough, 

6 

6 

_ 

2  00 

Pittsfield, 

- 

_ 

30 

1  50 

34 

Roxbury, .... 

1,663 

- 

201 

1  49 

_ 

Salem,      .         .         .         . 

77 

- 

10 

1  60 

_. 

South  Boston,  . 

591 

_ 

138 

1  50 

_ 

Springfield, 

56 

2 

_ 

1  50 

_ 

Taunton,  .         .         .         . 

129 

6 

_ 

1  50 

_ 

Waltham, 

166 

_ 

9 

3  07 

1  50 

Ware,        .         .         .         . 

1 

1 

_ 

2  29 

_ 

Worcester, 

397 

110 

1  50 

- 

13,926 
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Oil-gas. 


NAME  OF  COMPANY. 

Number 
of  Lamps 
supplied. 

Increase  or  Decrease 
During  the  Year. 

Average 

Price 

received 

per  M, 

including 

Expenses. 

Expense  of 

Lighting 
and  Care  of 

Increase. 

Decrease. 

Lamps, 
Per  M. 

Amherst, 
Chicopee  Falls, 
Ipswich,  .... 
Lexington, 
Middleborough, 
Southbridge,    . 

45 
18 
12 
87 
18 
1 

1     1     1     1     1     1 

2 

$4  55 

3  50 

2  68 

3  00 

- 

181 

Purity  of  Gas. 

The  law  provides  that  when  the  gas  of  any  company  is  found 
on  three  consecutive  inspections  to  give  less  light  than  fifteen 
standard  English  candles,  or  to  contain  more  than  twenty  grains 
of  sulphur  or  ten  grains  of  ammonia  per  hundred  cubic  feet  of 
gas,  or  more  than  ten  per  cent,  of  carbonic  oxide  or  any  sul- 
phuretted hydrogen,  a  fine  of  one  hundred  dollars  shall  be  paid 
by  such  company  to  the  city  or  town  supplied  by  it.  (Pub.  Stats., 
chap.  61,  sect.  14.) 

By  chapter  252  of  the  Acts  of  1890,  the  provision  of  the  Public 
Statutes  relating  to  carbonic  oxide  was  stricken  out,  so  that  it  is 
no  longer  illegal  to  manufacture  gas  containing  more  than  ten 
per  cent,  of  this  substance. 

The  following  table  shows  the  amount  of  impurities  found  on 
the  given  dates,  and  the  whole  number  of  inspections  during  the 
year,  of  the  gas  of  the  several  companies  therein  named,  as 
reported  to  this  Board  by  the  State  Inspector  of  Gas  :  — 


1892.] 


PUBLIC  DOCUMENT  — No.  35. 


Kind  of 

Impurities. 


NAME  OF  COMPANY. 


Amount  of 
Impurity. 


Date  when 
found. 


Total 
Number  of 
Inspections 
during  the 

Year. 


n  o  •: 
315  S 

«     5?     X 


Charlestown, 


14.0 


Auo;.  7. 


15 


&c 


New  Bedford, 


Brockton,    . 
Chelsea, 
Chelsea, 
East  Boston, 
East  Boston, 
Haverhill,  . 
Holyoke,     . 
Holyoke,     . 
Lowell, 
Nantucket,. 
North  Adaais, 
Northampton, 
Northampton, 
Plymouth,  . 
Quincy, 
Quincy, 
South  Boston, 
Taunton,     . 
Taunton,     . 
Taunton,     . 
Wakefield, . 
Waltham,   . 
Waltham,  . 
Worcester,. 


22.5 


May  22, 


15.9 
17.3 
52.6 
12.8 
21.3 
17.2 
23.6 
159 
10.4 
16.4 
12.5 
16.6 
213 
16.7 
11.8 
11.6 
18.9 
12.0 
43.5 
21.7 
54  9 
12.2 
10.5 
13.0 


Dec. 

June 

Nov. 

June 

July 

July 

July 

Nov. 

Jan. 

Aug. 

Deo. 

Jan. 

Dec. 

Mar. 

Mar. 

Sept. 

June 

Mar. 

April 

May 

Feb. 

Aug. 

Dec. 

July 


2, 
27, 
2, 
3, 
21, 
22 
19! 
23, 
27, 
23, 
29, 
16, 
13, 
12, 
30, 
20, 
4, 
9, 
22, 
26, 
19, 
29, 
22, 


11 

10 

39 
2 

5 
4 

2 
3 

13 


3 

6 

22 


North  Adams, 

North  Adams, 

Plymouth, 

Plymouth, 

Salem, 

Salem, 

Salem, 

Salem, 

Spencer, 

Spencer, 

Wakefield,, 

Wakefield, 


Trace. 


Jan. 

28, 

Dec. 

23, 

Mar. 

13, 

Dec. 

4, 

April 

May 

Sept. 
Oct. 

4, 

7, 

11, 
15, 

Nov. 

3, 

Dec. 

10, 

Feb. 

26, 

Dec. 

30, 

Of  the  inspections   for  ammonia  cited  above,  tbe  two   at  East 
Boston,  the  two  at  Quincy,  and  the  three  at  Taunton  were  consecu- 
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tive  ;  as  was  also  the  case  with  the  two  for  sulphuretted  hydrogen 
at  Plymouth  and  Spencer.  At  Salem,  two  were  consecutive  ;  and 
then  after  two  inspections,  where  no  sulphuretted  hydrogen  was 
found,  the  next  two  were  consecutive. 

A  comparison  of  the  inspections  made  daring  the  five  years  from 
1887  to  1891,  inclusive,  shows  the  following  results  :  — 


Number  of  inspections  made, 

Number  of  companies  subject  to 
inspection,       .... 

Number  of  companies  showing 
deficiency  in  candle-power,     . 

Highest  candle-power,  not  includ- 
ing ten  oil-gas  companies, 

Lowest  candle-power,  not  includ- 
ing ten  oil-gas  companies, 

Average  candle-power,  not  includ- 
ing ten  oil-gas  companies, 

Number  of  companies  showing 
sulphuretted  lrydrogen,  . 

Number  of  companies  showing 
excess  of  sulphur, . 

Number  of  companies  showing 
excess  of  ammonia, 

Largest  amount  of  sulphur,. 

Smallest  amount  of  sulphur, 

Average  amount  of  sulphur, 

Largest  amount  of  ammonia, 

Smallest  amount  of  ammonia, 

Average  amount  of  ammonia, 

The  inspections  of  the  ten  oil-gas  companies  showed  :  — 

1887.    1888.    1889.     1890.    1891. 

Highest  candle-power,  .  .  .  59.7  52.4  55.0  70.5  53.6 
Lowest  candle-power,  .  .  .  22.1  21.5  20.8  21.1  20.2 
Average  candle-power,         .        .    30.36      33.73      31.72       39.01     33.62 


18S7. 

1888. 

1889. 

1890. 

1891 

445 

458 

451 

443 

4S3 

59 

60 

59 

59 

58 

1 

1 

4 

2 

1 

23.3 

21.6 

22.1 

.25.4 

27. 

12.5 

13  3 

14.2 

13.8 

14.1 

17.74 

17.60 

17.59 

17.79 

18. 

4 

1 

4 

9 

5 

9 

13 

9 

15 

16 

25.2 

23.1 

22.9 

24.1 

22.5 

1.4 

3.2 

1.5 

1.4 

09 

8.81 

9.26 

7.32 

10.08 

9.53 

43.4 

76.0 

32.3 

37.0 

51.9 

1.- 

1.- 

1.- 

1.- 

1.- 

3.29 

3.07 

2.82 

3.01 

3.42 
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ELECTRIC   LIGHT. 

The  following  table  gives  the  names  of  those  companies  in 
active  operation  on  June  30  last,  together  with  the  localities 
supplied  and  the  amount  of  capital  stock  :  — 


NAME  OF  COMPANY. 


Localities  supplied. 


Adams  Electric  Light  and  Power  Co  , 
Amherst  Gas  Co., 
Andover  Electric  Co.,   . 
Aihol  Gas  and  Electric  Co., 
Beverly  Gas  Light  Co., 
Blue  Hill  Electric  Co.,  . 
Boston  Electric  Light  Co., 
Bridgewater  Electric  Co  , 
Brookline  Gas  Light  Co., 

Cambridge  Electric  Light  Co  , 
Cbatlestown  Gas  Co.,    .... 
Chelsea  Gas  Light  Co., .... 
Chicopee  Electric  Co.,  .... 
Citizens'  Gas  Light  Co., 
Clinton  Gas  Light  Co.,  .... 
Cohasset  Electric  Co.,  .... 
Cottage  City  Gas  and  Electric  Light  Co., 
Dedham  Electric  Co.,    .... 
Easthampton  Gas  Co., .... 
Edison  Electric  Illuminating  Co.  of  Boston, 
Edison  Electric  Illuminating  Co.  of  Brock- 
ton, .... 


Edison  Electric  Illuminating  Co.  of 
River, 

Edison  Electric  Illuminating  Co.  of 
rence, 

Electric  Light  and  Patent  Flooring  Co 

Fall  River  Electric  Light  Co., 

Fitch  burg  Gas  Co., 

Framinghani  Electric  Co.,    . 

Franklin  Electric  Light  Co., 

Gardner  Electric  Light  Co  ,  . 

Gloucester  Electric  Co., 

Great  Barrington  Electric  Light  Co., 

Greenfield  Electric  Light  and  Power  Co 

Haverhill  Electric  Co  , 

Holyoke  Water  Power  Co., . 

Hudson  Electric  Light  Co  ,  . 

Hyde  Park  Electric  Light  Co., 

Lawrence  Gas  Co., 


Law 


Lee  Electric  Co.,    .... 
Leicester  Electric  Co.,  . 
Leominster  Electric  Light  and  Power 
Lowell  Electric  Light  Corporation, 
Lynn  Gas  and  Electric  Co.,  . 
Maiden  Electric  Co.,     . 


Marlborough  Electric  Co.,    . 
Middleborough  Gas  and  Electric  Co., 
Milford  Electric  Light  and  Power  Co. 
Millbury  Electric  Co.,  . 
Milton  Light  and  Power  Co., 
Nantucket  Electric  Light  Co., 
Natick  Electric  Co  ,      . 
New  Bedford  Gas  and  Edison  Light  Co., 
Newburyport  Gas  and  Electric  Co.,     . 


Fall 


Co. 


Adams, 

Amherst,    . 

Andover,    . 

Athol, 

Beverly, 

Canton, 

Boston, 

Bridgewater, 

Brookline,  Boston  (Brigh 

ton), 
Cambridge, 
Charlestown, 
Chelsea, 
Chicopee,    . 
Wakefield,  Reading, . 
Clinton,      . 
Cohasset,  Scituate,     . 
Cottage  City,     . 
Dedham,    . 
Easthampton,    . 
Boston, 

Brockton,  . 

Fall  River, 

Lawrence,  . 

Amesbury, 

Fall  River, 

Fitchburg,  . 

Framingbam,  Ashland, 

Turner's  Falls,  . 

Gardner,     . 

Gloucester, 

Great  Barrington, 

Greenfield,  Deerfield, 

Haverhill,  . 

Holyoke,   . 

Hudson, 

Hyde  Park, 

Lawrence,    No.  Andover 

Methuen, 
Lee,    .... 
Leicester,   . 
Leominster, 
Lowell,  Dracut,Tyngsboro 
Lynn,  Swampscott,    . 
Maiden,  Melrose,  Medford 

Everett,  . 
Marlborough,     . 
Middleborough, 
Milford,  Hopedale,   . 
Millbury,    . 
Milton, 
Nantucket, 
Natick,  Wayland, 
New  Bedford,  Fairhaven, 
Newburyport,     . 


$8,500 
30,000 

20,000 

1,076,000 

15,000 

200,000 

10,000 

30,000 

60,000 

1,263,500 

92,500 

90,000 

65,000 

42,400 

120,000 

80,000 
10,000 
30,000 
38,700 
23,800 
30,000 
85,000 

9,125 

100,000 


4,000 

50,000 

274,600 


145,100 
30,000 

40,000 
15,000 
50,000 
25,000 
40,000 
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NAME  OF  COMPANY. 


Localities  supplied. 


Newton  and  Watertown  Gas  Light  Co., 
North  Adams  Gas  Light  Co., 
Northampton  Electric  Lighting  Co.,    . 
North  Attleborough  Steam  and  Electric  Co. 

North  Shore  Electric  Co  ,  . 
Orange  Electric  Light  Co.,  . 
Palmer  Electric  Co.,     .... 

Pittsfield  Electric  Co 

Plymouth  Electric  Light  Co., 
Quincy  Electric  Light  and  Power  Co., 
Salem  Electric  Lighting  Co., 
Sonierville  Electric  Light  Co., 

Southhridge  Gas  and  Electric  Co., 
South  Hadley  Falls  Electric  Light  Co., 

Spencer  Gas  Co., 

Stoughton  Gas  and  Electric  Co.,  . 
Suburban  Light  and  Power  Co.,  . 
Taunton  Electric  Lighting  Co  ,    . 
Union  Electric  Light  Co., 
United  Electric  Light  Co  ,     . 
Uxbridge  and  Northbridge  Electric  Co., 
Waltham  Gas  Light  Co., 
Walworth  Light  and  Power  Co., . 
Ware  Electric  Co.,         .... 
Webster  Electric  Co.,    .... 
Westborouirh  Electric  Light  and  Power  Co 
Westfield  Gas  Light  Co., 
Weymouth  Light  and  Power  Co., 

Whitman  Electric  Co.,  .... 
Winchendon  Electric  Light  and  Power  Co 
Woburn  Electric  Light  Co., 

Worcester  Electric  Light  Co., 


Newton,  Watertown, 
North  Adams,   . 
Northampton,    . 
Attleborough,  North  Attle 

borough,  Wrentham, 
Revere,  Winthrop,    . 
Orange, 

Palmer,  Monson, 
Pittsfield,    . 
Plymouth, 
Quincy, 

Salem,  Peabody, 
Sonierville,  Arlington,  Bel 

mont, 
Southbridge, 
South  Hadley,  . 
Spencer,     . 
Stoughton, 
Boston, 
Taunton,    . 
Franklin,    . 
Springfield, 

Uxbridge,  Northbridge, 
Waltham,  . 
Boston, 
Ware, 

Webster,  Dudley, 
Westborough,    . 
Westfield,  . 
East    Weymouth,     Wey 

mouth,  Hingham,  . 
Whitman,  . 
Winchendon, 
Woburn,  Winchester 

Stoneham, 
Worcester, 


$58,700 

80,000 

125,000 

25,000 

30,000 

100,000 

40,000 

67,500 

140,000 

161,400 

7,000 


83,000 
40,000 
20.000 
372,700 
34,200 

15,000 
20,000 

25,000 


50,000 
20,000 
12,000 

120,000 
200.000 


la  the  case  of  the  several  gas  companies  doing  electric  lighting, 
the  capital  will  be  found  in  the  table  of  gas  companies. 


The  following  companies  have  bonds  and  notes  outstanding  :  — 


Adams,  . 

Blue  Hill  (Canton), 

Boston, 

Bridgewater, 

Cambridge,    . 

Chieopee, 

Cohasset, 

Dedham, 

Ellison  (Boston), 

Edison  (Brockton), 

Edison  (Fall  River), 

Edison  (Lawrence), 

E.  L.  &  Patent  Flooring  Co.,  (Amesbury), 


$9,875  00 
16,000  00 

388,078  62 
12,000  00 

155,878  50 

2,300  00 

500  00 

31,148  02 

713,000  00 

111,511  07 
23,000  00 
42,500  00 
62,600  00 
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Fall  River,     . 

Framingham, 

Franklin  (Turner's  Falls), 

Gardner, 

Gloucester,     . 

Great  Barrington, 

Greenfield,     . 

Haverhill, 

Hudson, 

Hyde  Park,     . 

Leicester, 

Leominster,    . 

Lowell,  . 

Maiden, 

Marlborough, 

Middleborough, 

Mil  ford, 

Millbury, 

Natick,  . 

North  Adams, 

Northampton, 

North  Attleborough, 

North  Shore  (Revere), 

Orange, 

Palmer, 

Pittsfield, 

Plymouth, 

Quincy,  . 

Salem,    . 

Somerville,     . 

Suburban  (Boston), 

Taunton, 

Union  (Franklin), 

United  (Springfield), 

Uxbridge  and  Northbridge, 

Walworth  (Boston), 

Ware,     . 

Westborough, 

Weymouth,    . 

Woburn, 

Worcester, 


12,000  00 

54,466  39 

400  00 

43,900  00 

4,674  44 

4,500  00 

10,000  00 

35,500  00 

7,000  00 

54,277  96 

21,209  45 

38,775  04 

140,090  23 

136,099  17 
27,500  00 
80,000  00 
14,500  00 
16,000  00 
84,837  00 
45,800  00 
22,951  82 
39,353  36 

100,269  '02 
15,000  00 
20,300  00 
29,502  39 
30,000  00- 
33,364  79 
40,500  00 
55,000  00 
12,792  52 
12,500  00 
30,000  00 

103,000  00 
.19,000  00 
10,1 25  00 
15,500  00 
18,800  00 
75,000  00 

156,387  69 
75,000  00 


In  these  amounts,  the  borrowed  money  which  the  gas  companies 
have  invested  in  electric  lighting  is  not  included,  it  being  already 
given  in  the  table  relating  to  gas  companies. 
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The  following  table  shows  the  whole  number  of  stockholders, 
the  number  resident  in  Massachusetts,  and  the  value  at  par  of  the 
stock  held  in  the  State  on  June  30,  1891  :  — 


Whole  Num- 

Number resi- 

Value of  Stock 

NAME  OF  COMPANY. 

ber  of  Stock- 

dent in  Mas- 

held in 

holders. 

sachusetts. 

Massachusetts. 

Adams,       ...... 

7 

7 

$8,500 

Andover,    .... 

- 

- 

- 

Blue  Hill  (Canton),  . 

- 

- 

20,000 

Boston,       . 

406 

137 

415,300 

Bridgewater, 

14 

14 

15.000 

Cambridge, 

33 

33 

200,000 

Chicopee,  .... 

6 

6 

10,000 

Cohasset,    . 

26 

26 

30,000 

Dedham,    . 

29 

29 

60,000 

Edison  (Boston), 

78 

69 

731,600 

Edison  (Brockton).   . 

25 

23 

67,000 

Edison  (Fall  River), 

48 

42 

60,200 

Edison  (Lawrence),  . 

7 

7 

65,000 

E.  L.   &  Patent  Flooring 

Company 

(Amesbury),  . 

25 

21 

38,400 

Fall  River, 

53 

44 

102,300 

Framingham,     . 

8 

8 

80  000 

Franklin  (Turner's  Falls) 

29 

29 

10,000 

Gardner,     . 

35 

31 

'28,400 

Gloucester, 

8 

8 

38,700 

Great.  Barrington, 

21 

9 

6,800 

Greenfield, 

41 

32 

23,400 

Haverhill,  . 

42 

42 

87),000 

Hudson, 

13 

13 

9,125 

Hyde  Park, 

12 

12 

100,000 

Leicester,   . 

13 

13 

4  000 

Leominster, 

9 

9 

50,000 

Lowell, 

358 

324 

223,100 

Maiden, 

39 

36 

133,900 

Marlborough,     . 

10 

9 

29,000 

Middleborough, 

13 

13 

8U,0U0 

Milford,      . 

21 

21 

40,000 

Millbury,    .     •    . 

26 

26 

15,000 

Nantucket, 

- 

- 

- 

Natick, 

7 

7 

40,000 

Northampton,    . 

68 

68 

58,700 

North  Attleborough, 

19 

19 

80,000 

North  Shore  (Revere), 

12 

12 

125,000 

Orange,      . 

4 

4 

25,000 

Palmer, 

13 

12 

29,900 

Pittsfield,    . 

37 

36 

92,500 

Plymouth,  . 

8 

8 

40,000 

Quincy, 

85 

85 

67,500 

Salem, 

106 

103 

134,800 

Somerville, 

208 

202 

159,100 

South  Hadley  Falls,  . 

3 

3 

7,000 

Suburban, . 

5 

5 

83,000 

Taunton,     . 

17 

17 

40,000 

Union  (Franklin), 

4 

4 

20.000 

United  (Springfield), 

101 

93 

329,700 
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Whole  Num- 

Number resi- 

Value of  Stock 

NAME  OF  COMPANY. 

ber  of  Stock- 

dent in  Mas- 

held in 

holders. 

sachusetts. 

Massachusetts. 

Uxbridge  and  Northbridge, 

48 

47 

$33,800 

Walworth  (Boston), . 

8 

8 

15.000 

Ware, 

20 

20 

20,000 

Westborough,    . 

19 

18 

24.990 

Weymouth, 

10 

10 

50  000 

Whitman,  . 

9 

9 

20,000 

Winchendon, 

27 

26 

4,300 

Woburn,     . 

57 

56 

119,700 

Worcester, 

8L 

79 

199,500 

The  following  show  the  aggregate  results  of  the  operation  of 
the  electric  light  central  stations  in  the  State  for.  the  year  ending 
June  30,  1890,  and  for  the  year  ending  June  30,  1891  :  — 


Year  Ending  Junk  30. 

1800. 

1801. 

Receipts. 

For  lighjt  and  power,       .... 

$1,908,394  00 

$2,432,869  15 

From  other  sources,         .... 

12,308  05 

7,481  50 

$1,920,702  05 

$2,440,350  65 

Expenses.' 

For  manufacture,     ..... 

$752,831  18 

$1,014,242  88 

distribution,      ..... 

281,046  33 

356,332  38 

office  expenses  and  management,  . 

116,350  92 

159.230  90 

taxes,         ...... 

67,620  91 

82,743  77 

miscellaneous, 

122,965  26 

122,656  20 

$1,340,814  60 

$1,735,206  13 

Leaving  a  balance  of      ...        . 

$579,887  45 

$705,144  52 

Of  this  profit,  the  gas  companies  made 

in  their  electrical  departments,  . 

110,871  40 

143,240  78 

Leaving  for  the  electric  light  companies, 

$469,016  05 

$561,903  74 

To  which  should  be  added  the  income 

from    rents,    jobbing,    etc.,    amount- 

ing to,  . 

45,022  10 

Making  a  total  of    . 

$606,925  84 

Against   which   the   following   charges 

- 

were  made :  — 

Interest,    ...... 

- 

$144,678  87 

Dividends 

- 

262,968  CO 

Depreciation,    ..... 

- 

41,225  21 

Sundry  items, 

7,671  57 

$456,543  65 

Leaving   a   surplus  to    be  carried   for- 

ward of         .....         . 

- 

$150,382  19 

GAS  COMMISSIONERS. 
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Aggregates  from  the  balance  sheets  of  the  electric  companies 
only,  for  the  year  ending  June  30,  1891,  show  the  following 
figures : — 


Assets  :  — 

Construction   accounts,   including   patent   rights 

and 

franchises,   .                 

.     $9,031,520  47 

Cash  on  hand,          . 

262,284  10 

Due  for  light  and  power,        . 

178,034  22 

Other  accounts  due, 

67,475  82 

Materials,  etc., 

240,933  02 

Notes  receivable, 

84,269  09 

Investments,    ....... 

67,370  94 

$9,931,887  66 

Liabilities  :  — 

Capital, 

.     $5,866,300  00 

Bonds, 

.       1,923,125  00 

Notes  payable, 

.       1,243,349  96 

Unpaid  bills,    ....... 

374,818  77 

Unpaid  dividends,    ...... 

438  07 

Interest  due  and  unpaid,          .... 

11,374  50 

Other  items, 

37,654  81 

|9,457,061  11 

Reserved  and  depreciation  funds,  . 

80,249  97 

$9,537,311  08 

$9,931,887  66 

Of  these  companies  — 

Forty  show  an  aggregate  surplus  of 

$426,759  95 

Twelve  show  an  aggregate  deficit  of    . 

32,183  37 

Leaving  total  net  surplus,  as  shown  above, 

$394,576  58 

Which,  added  to  reserves  carried  as  liabilities, 

80,249  97 

Would  show  an  actual  surplus  of  . 

$474,826  55 

Equivalent  to  per  cent,  on  capital  of  about  . 

9 
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The  following  table  shows  the  value  of  the  plant  of  each  com- 
pany, as  assessed  by  the  local  authorities  :  — 


NAME  OF  COMPANY. 

NAME  OF  COMPANY. 

Valuation. 

Valuation. 

Adams, 

$18,000 

Middleborough,  . 

$23,200 

Andover,        . 

13,000 

Milford, 

26,500 

Blue  Hill  (Canton),      . 

- 

Millbury,     . 

15,000 

Boston 

525.550 

Nantucket,  . 

_ 

Bridgewater, 

15,000 

Natick, 

_ 

Cambridge,   . 

200,000 

Northampton, 

40,000 

Cohasset 

2,000 

North  Attleborough, 

47,550 

Dedham,       . 

50,000 

North  Shore  (Revere) 

, 

70,000 

Edison  (Boston), . 

418,500 

Orange, 

7,500 

Edison  (Brockton), 

46,500 

Palmer, 

6,600 

Edison  (Fall  River),    . 

53,000 

Pittsrield,     . 

100,000 

Edison  (Lawrence),     . 

60,000 

Plymouth,  . 

26,650 

E.  L.  and   Patent  Flooring 

Quincy, 

45,300 

Co.  (Amesbury), 

28,000 

Salem, 

161,600 

Fall  River 

80,000 

Somerville, . 

90.900 

Framingham, 

50,000 

South  Hadley  Falls, 

3,500 

Franklin  (Turner's  Falls),  . 

9,000 

Suburban  (Boston), 

1,500 

Gardner,        .... 

25,0ii0 

Taunton, 

20  000 

Gloucester 

14,000 

Union  (Franklin), 

13,600 

Great  Barrington, 

3,500 

United  (Springfield), 

268,400 

Greenfield,    .        .        .        . 

27,000 

Uxbridge  &  Northbric 

Re,  . 

15,000 

Haverhill, 

45,000 

Wnhvorth  (Boston), 

_ 

Hudson, 

2.500 

Ware,  . 

20,000 

Hyde  Park, 

68,000 

Westborough, 

9,300 

Leicester, 

15,750  i 

Weymouth, 

40,100 

Leominster, 

22,700 

Whitman,    . 

12,000 

Lowell,  . 

130,160 

Winchendon, 

5,000 

Maiden, 

100,000  1 

Woburn, 

47,040 

Marlborough, 

13,000 

Worcester,  . 

228,00;) 

The  following  table  shows  the  amount  paid  by  each  company 
for  taxes  :  — 


NAME  OF  COMPANY. 

Taxes  paid. 

NAME  OF  COMPANY. 

Taxes  paid. 

Adams,          .... 

$154  76 

Edison  (Fall  River),  . 

$981  50 

Amherst, 

162  56 

Edison  (Lawrence),    . 

951  28 

Andover, 

293  65 

E.  L.  and  Patent  Flooring 

Athol,    . 

125  00 

Co.  (Amesbury),     . 

627  96 

Beverlv, 

298  02 

Fall  River 

1,763  68 

Blue  Hill  (Canton), 

823  31 

Fitchburg,    . 

629  12 

Boston, . 

16,227  84 

Framingham, 

793  88 

Bridgewater, 

157  82 

Franklin  (Turner's  Falls),. 

164  53 

Brookline,     . 

1,255  66 

Gardner 

554  36 

Cambridge,   . 

2.874  41 

Gloucester 

327  27 

Charlestown, 

1,612  47 

Great  Barrington, 

176  37 

Chelsea, 

900  00 

Greenfield,  .        .        .        . 

396  73 

Chicopee, 

130  57 

Haverhill,    .        .        .        . 

1,384  90 

Citizens'  (Wakefield), 

175  00 

Holvoke 

420  49 

Clinton, 

162  11 

Hudson,       .        .        .        . 

55  96 

Cottage  City, 

96  96 

Hvde  Park, 

1,044  76 

Dedham, 

518  20 

Lawrence,    . 

1,474  57 

Edison  (Boston),  . 

7,090  16 

Lee, 

208  21 

Edison  (Brockton), 

798  03 

1 

Leicester,     .... 

148  32 

90 
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NAME  OF  COMPANY. 

Taxes  paid. 

NAME  OF  COMPANY. 

Taxes  paid. 

Leominster 

$514  05 

Salem,          . 

$2,855  38 

Lowell, . 

2,594  97 

Somerville,  . 

1,775  08 

Lynn.    . 

2,361  86 

Southbridge, 

436  05 

Maiden, 

1,217  04 

South  Hadley  Falls,   . 

144  72 

Marlborough, 

364  36 

Spencer,       . 

159  22 

Milford, 

538  03 

Stoughton,  .... 

59  50 

Millbury, 

225  00 

Suburban 

662  18 

Nantucket,    . 

_ 

Taunton,      . 

528  01 

Natick, 

669  06 

Union  (Franklin), 

145  53 

New  Bedford, 

5,000  96 

United  (Springfield),  . 

3,392  81 

Newburyport, 

873  19 

Ux bridge  and  Northbridge, 

316  92 

Newton, 

700  00 

Waltham,     .         .        .        . 

911  53 

North  Adams, 

142  65 

Walworth  (Boston),    . 

16  69 

Northampton, 

63J_28 

Webster,      .... 

273  07 

North  Attleborough, 

872  84 

Westborough, 

150  45 

North  Shore  (Revere), 

565  89 

Westfield,     . 

253  28 

Orange, 

351  11 

Weymouth, . 

666  64 

Palmer, 

360  00 

Whitman,    . 

275  04 

Pittsfield, 

570  00 

Whinchendon, 

160  27 

Plymouth,     . 

366  98 

Woburn, 

1,883  39 

Quincy, 

715  43 

Worcester,  . 

3,210  77 

Dividends. 
The  dividends  declared  by  the  several  companies  during  the  year 
are  shown  in  the  following  table  :  — 


Kate  Per 

NAME  OF  COMPANY. 

Cent. 

Dividends. 

Adams, . 

*  _ 

Andover,    . 

- 

*  _ 

Blue  Hill  (Canton), 

- 

*  _ 

Boston, 

6 

$62,280  00 

Bridge  water, 

- 

*  _ 

Cambridge, 

6 

12,000  00 

Chicopee,   . 

- 

*  _ 

Cohasset,    . 

- 

*  _ 

Dedfaain,     . 

3 

1,800  00 

Edison  (Boston), 

H 

63,b00  00 

Edison  (Brockton), 

6 

5,100  00 

Edison  (Fall  River), 

7 

5,980  00 

Edison  (Lawrence), 

- 

*  _ 

E.  L.  and  Patent  Flooring 

Co.  ( 

Amesbury) , 

3 

1,143  00 

Fall  River, 

6 

5,850  00 

Framingbam, 

- 

*  _ 

Franklin,    . 

4 

400  00 

Gardner,     . 

_ 

*  _ 

Gloucester, 

- 

*  _ 

Great  Barrington, 

- 

*  _ 

Greenfield, 

- 

*  - 

Haverhill,  . 

8 

6,800  00 

Hudson, 

*  _ 

*  No  dividend  declared. 
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NAME  OF  COMPANY. 


Rate  Per 
Cent. 


Amount  of 
Dividends. 


Hyde  Park, 

Leicester,    . 

Leominster, 

Lowell, 

Maiden, 

Marlborough, 

Mil  ford,      . 

Millbury,    . 

Nantucket, 

Natick, 

Northampton, 

North  Attleborough, 

North  Shore  (Revere), 

Orange, 

Palmer, 

Pittsfield,    . 

Plymouth,  . 

Quincy,       . 

Salem, 

Somerville, 

South  Hadley  Falls, 

Suburban,  . 

Taunton,     . 

Union  (Franklin), 

United  (Springfield), 

Uxbridge  and  Northbridge, 

Walworth  (Boston), 

Ware, 

Westborough, 

Weymouth, 

Whitman,  . 

Winchendon, 

Woburn,     . 

Worcester, 


H 


5 
10 


$1,500  00 


16,872  00 

10,690  00 

900  00 

800  00 


2,935  00 
6,160  00 


2,500  00 
8,-100  00 
8.208  00 


2,800  00 

*  _ 

18,000  00 

*  _ 

*  _ 

250  00 


1,800  00 
16,000  00 

$262,968  00 


*  No  dividend  declared. 
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The  following  table  shows  the  system  used,  the  maximum 
dynamo  capacity  and  nominal  candle-power  of  the  lamps  of  each 
company,  June  30,  1891  :  — 


NAME  OF  COMPANY. 


System  used. 


Maximum 
Dynamo 
Capacity. 


Adams, 

Amherst, 

Andover, 

Athol, 

Beverly, 

Blue  Hill  (Canton), 

Boston, 

Bridgewater,     . 
Brook  line, 

Cambridge^1 

Charlestown,     . 
Chelsea,     . 
Chicopee,  . 
Citizens'  (Wakefield) 

Clinton, 

Cohasset,  . 
Cottage  City, 

Dedham,    . 

Easthampton, 
Edison  (Boston), 

Edison  (Brockton),2. 

Edison  (Fall  River), 
Edison  (Lawrence), 


Thomson-  Houston, 

Westinghouse, 

Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

{  Waterhouse, 

I  Westinghouse, 

(  Thomson-Houston, 

j  Brush,  . 

j  American,     .      '  . 

|  Thomson-Houston, 

j  Weston, 

(  Sun, 

\  Waterhouse, 

(  Westinghouse, 

(  American, 

!  Thomson-Houston, 

|  Thomson-Houston, 

^  Westinghouse, 

Thomson-Houston, 


Brush,  . 
Thomson- 
Thomson- 
Thomson- 


Houston, 
Houston, 
Houston, 


{  Schuyler, 

I  Thomson-Houston, 

Thomson-Houston, 

Ball,      . 

Thomson-Houston, 

Waterhouse, 

Edison, 
(  Thomson-Houston, 
j  Edison, 

j  Edison  Municipal, 
^Edison, 

Edison, 
( American,     . 
}  Edison, 
^Edison  Municipal, 


45 

500 

750 

50 

1,300 

25 

35 

650 

55 

750 

1,410 

1,455 

50 

5,550 

1,540 

900 

35 

750 

50 

250 

1,000 

900 

150 

180 

3,900 

300 

250 

1,950 

50 

45 

650 

90 

1,300 

650 

60 

60 

1,300 

40 

51,200 

110 

50 

836 

4,500 

4,640 

35 

5,600 

800 


1  Motor  generators  720  H.  P. 


2  Motor  generators  80  H.  P. 
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< 

Maximum 

Nominal 

NAME  OF  COMPANY. 

System  used. 

Dynamo 

Candle- 

Capacity. 

Power. 

E.  L.  and  Patent  Flooring 

S  Thomson-Houston, 

5         90 
I       500 

1,200 
16 

Co.  (Amesbury),    . 

^Westinghouse, 

500 

16 

C       150 

2,000 

Fall  River, 

Thomson-Houston, 

)        226 

1,200 

(       650 

16 

Fitchburg, 

Thomson-Houston, 

3        225 
I     1,300 

1,200 
16 

Framingham,    . 

Thomson-Houston, 

5        120 
)     2,450 

1,200 
16 

Franklin  (Turner's  Falls), 

Thomson-Houston, 

\         30 
I        600 

2,000 
16 

$        100 

1,200 

Gardner,    .... 

Thomson-Houston, 

j     1,000 

16 

Gloucester, 

Thomson-Houston, 

$        138 
\     1,000 

1,200 
16 

C  Schuyler,      .         .        . 

60 

1,500 

Great  Barrington, 

■?  Edison, .... 

500 

16 

^Westinghouse, 

500 

16 

Greenfield, 

S  Thomson-Houston, 

5         45 
I       800 

1,200 
16 

(^Westinghouse, 

750 

16 

[  Thomson-Houston, 

C         75 

2,000 

)         95 

1,200 

Haverhill, .... 

<! 

(       800 

20 

[Brush,  .... 

$         50 
\     1,000 

2,000 
16 

Holyoke,    .... 

S  Schuyler, 

\        386 
}        180 

2,000 
1,200 

^Edison, 

1,000 

16 

Hudson,     .... 

Thomson-Houston, 

$          45 
I        650 

1,200 
16 

Hyde  Park, 

Thomson-Houston, 

\        200 
I     1,950 

2,000 
16 

Lawrence, 

Thomson-Houston, 

300 

2,000 

Lee, 

Thomson-Houston, 

1,300 

16 

Leicester,  .... 

Thomson- Houston, 

850 

16 

Leominster,1 

Thomson-Houston, 

$        100 
}     1,300 

1,200 
16 

Lowell,      .... 

Thomson-Houston, 

\        630 
}     3,600 
(       435 

2,000 
20 

2,000 

Lynn,2        .... 

Thomson-Houston, 

<>        100 

1,200 

(    4,550 

16 

Maiden,     .... 

Thomson-Houston, 

$        245 
I     3,800 
\        105 
I         95 

1,200 
16 

Marlborough,    . 

S  Schuyler, 

2,000 
1,200 

^Edison, 

1,000 

16 

Middleborongh,         .   "     . 

\  Thomson-Houston, 

1  S         35 
I        650 

1,200 
16 

Q  Waterhouse, 

35 

1,800 

1  Motor  generators  50  H.  P. 


2  Motor  generators  255  H.  P. 
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NAME  OF  COMPANY. 


System  used. 


Maximum 
Dynamo 
Capacity. 


Milford,     . 

Mill  bury,  . 

Milton, 

Nantucket, 

Natick, 

New  Bedford,1   . 

Newburyport,   . 

Newton,     . 

North  Adams,   . 

Northampton,    . 

North  Attleborough, . 

North  Shore  (Revere), 

Orange, 

Palmer, 

Pittsfield,3 . 

Plymouth,4 

Qulncy,      . 

Salem, 

Somerville, 

Southbridge,     . 

South  Hadley  Falls, 

Spencer,    . 
Stoughton, 

Suburban, 


Thomson-Houston, 
Thomson-Houston, 
Thomson-Houston, 

Thomson-Houston, 

Thorn  son- 
Am  ei'ican,     . 
Edison, . 

i 

^  Westinghouse, 

Thomson-Houston, 
Thomson-Houston, 
Thomson-Houston, 

Thomson-Houston, 

<\  Schuyler, 

)  Thomson-Houston, 

Thomson-Houston, 
Thomson-Houston, 

Thomson-Houston, 

^  Thomson-Houston, 
(  Westinghouse, 

Thomson-Houston, 

S  Thomson-Houston, 
Q  Westinghouse, 
Thomson-Houston, 

[  Thomson-Houston, 

{  American,     . 
^Electro-Dynamic  Co., 

Thomson-Houston, 

Thomson-Houston, 

Ball,      . 

Ball,   . 
^  Waterhouse, 
)  Westinghouse, 


95 
750 

50 
650 

50 
650 

90 

2,600 

265 

118 

110 

7,440 

100 

5,800 

170 

800 

95 

3,000 

185 

500 

140 

1,950 

90 

310 

200 

1,950 

50 

1,000 

50 

650 

125 

3,000 

100 

1,000 

130 

1,000 

1,600 

360 

2,600 

350 

1,000 

50 

600 

100 

600 

900 

70 

70 

70 

3,750 


1  Motor  generators  180  H.  P. 
3  Motor  generators  220  H.  P. 


=  Motor  generators  280  H.  P. 
4  Motor  generators  140  H.  P. 
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NAME  OF  COMPANY. 


System  used. 


Maximum 
Dynamo 
Capacity. 


Nominal 
Can  die- 
Power. 


Taunton,   . 

Union  (Franklin),     . 

United  (Springfield), 

Uxbridge      and      North 
bridge,  . 

Waltharn,  . 

Walworth  (Boston),1 

Ware, 

Webster,    . 

Westborough,   . 

Westfield,. 

Weymouth, 
Whitman,  . 
Winehendon,     ,        . 

Woburn,    . 

Worcester, 


(  Arnoux  Hochhausen, 

\  Brush,  . 

^  Thomson-Houston, 

Thomson-Houston, 

^  Thomson-Houston, 
)  Westinghouse, 

Westinghouse, 

Thomson-Houston, 

(  American, 

\  Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

S  Schuyler, 
Q  Thomson-Houston, 
Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

j  Thomson-Houston, 

|  Brush,  . 
^  Edison, . 

Thomson-Houston, 


10 

225 

600 

650 

50 

1,150 

575 

6,650 

60 

1,500 

195 

2,350 

75 
900 

50 
650 

80 
500 

50 
950 

45 

60 

500 

200 

1,300 

50 
500 

30 

650 

185 

100 

1,800 

45 

800 

585 

1,950 


2,000 
1,200 

16 

16 
1,200 

16 
1,200 

16 

2,000 

16 
1,200 

20 
1,200 

16 
1,200 

16 
1,200 

20 
1,200 

16 
1,200 
2,000 

16 
1,200 

16 
1,200 

16 
1,200 

16 
2,000 
1,200 

16 
1,200 

16 
2,000 

16 


1  Motor  generators  30  H.  P. 

The  following  table  shows  the  number  of  electric  lights  of  various 
candle-power  represented  by  the  dynamo  capacity,  June  30,  1889- 
1890  and  1891:  — 

16  candle-power, 

20  "  " 

15  " 

2,000  " 

1,200  " 

1,600  " 

1 ,500  " 

1,800  " 

800  " 


1889. 

1890. 

1891. 

80,075 

140,870 

181,270 

2,800 

1,700 

8,530 

880 

880 

836 

6,978 

8,425 

8,401 

4,206 

6,085 

6,447 

130 

60 

160 

35 

60 

60 

40 

40 

200 

.    , 

140 

70 

70 
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The  following  table  shows  the  number  of  boilers,  their  total 
rated  horse-power,  the  number  of  engines,  and  the  total  rated 
horse-power  of  the  same,  and  the  number  of  dynamos  of  the 
different  companies  on  June  30  last ;  also  the  number  of  tons  of 
coal  used  during  the  year  ending  on  that  day  :  — 


Total 

Total 

O    M 

rated 

v  ~ 

rated 

0  a 

Coal  used. 

NAME  OF  COMPANY. 

.0.2 

■°-r 

■a* 

S3 

Horse- 

S c 

Horse- 

a c 

Tons. 

fcrt 

power. 

s« 

power. 

Adams, 

2 

150 

2 

225 

2 

845 

Amherst, 

1 

100 

1 

75 

1 

250 

Andover, 

2 

200 

2 

180 

3 

439 

Athol,     . 

1 

T20 

1 

65 

1 

'95 

Beverly, 

2 

154 

2 

210 

2 

2  225 

Blue  Hill  (Canton), 

1 

130 

1 

130 

3 

230 

Boston,  . 

21 

2,575 

34 

3,341 

78 

18,295 

Bridgewater, 

1 

75 

1 

80 

2 

289 

Brookline, 

3 

375 

5 

460 

8 

3  318 

Cambridge,    . 

8 

1,000 

6 

1,140 

19 

7,000 

Charlestown, 

5 

625 

5 

300 

10 

4  77L 

Chelsea, 

2 

250 

4 

344 

7 

5  868 

Chioopee, 

1 

100 

1 

65 

1 

6_ 

Citizens'  (Wakefield), 

2 

250 

1 

125 

2 

7  _ 

Clinton,. 

2 

250 

2 

325 

4 

618 

Cohasset, 

1 

150 

1 

100 

1 

891 

Cottage  City, 

1 

60 

1 

50 

2 

9l\S 

Dedham,     "  . 

2 

220 

2 

170 

4 

10  392 

Easthampton, 

n_ 

- 

_ 

_ 

_ 

_ 

Edison  (Boston),  . 

16 

3,600 

32 

4,320 

64 

1 2,000 

Edison  (Brockton), 

6 

720 

5 

475 

12 

2,185 

Edison  (Fall  River), 

4 

426 

4 

460 

8 

1,2  si 

Edison  (Lawrence), 

4 

438 

6 

550 

11 

12 1,762 

Electric  Light  &  Paten 

t  Flo 

oring 

Co   (Amesburv). 

2 

250 

3 

435 

5 

1,260 

Fall  River,     . 

4 

400 

5 

350 

9 

1.347 

Fitchburg, 

3 

300 

3 

300 

6 

l3275 

Framingham, 

2 

250 

2 

250 

7 

"  _ 

Franklin, 

15  _ 

_ 

_ 

_ 

2 

_ 

Gardner, 

2 

160 

3 

200 

4 

716 

Gloucester,    . 

9 

185 

2 

128 

5 

16  350 

Great  Barrington, . 

1 

95 

2 

160 

5 

437 

Greenfield,     . 

2 

225 

3 

225 

4 

"800 

Haverhill, 

3 

375 

3 

365 

8 

1,667 

Holyoke,18 

— 

— 

- 

— 

20 

— ■ 

I  Nine  months  only.  2  Also  186  bushels  coke. 
3  Also  coke  from  gas  works.                *  Also  367  tons  coke. 

5  Also  117.^  tons  screenings,  11  tons  breeze. 

6  6,831  bushels  coke. 

7  Coke  from  gas  works  used.    Works  ran  only  a  portion  of  the  year. 

8  Also  51  tons  screenings.    Works  in  operation  nine  and  one-half  months. 
9  Works  run  only  in  summer.  10  Also  165  tons  screenings  and  sparks. 

II  Power  leased.  "  Also  214  tons  screenings. 
13  Also  384  tons  coke.  14  Not  returned. 

15  Water  wheel,  40  H.  P.  i«  Also  205  tons  screenings. 

7  Also  fifty  cords  wood.  "  2  water  wheels  370  H.  P. 
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o    . 

Total 

o    • 

Total 

C    03 

££ 

rated 

U  <y 

rated 

u  2 

Coal  used. 

NAME  OF  COMPANY. 

So 

Horse- 

GUI 

Horse- 

c s 

Tons. 

fcS 

power. 

P 

power. 

15 

Hudson, 

1 

80 

1 

60 

2 

177 

Hyde  Park,    . 

2 

J50 

3 

375 

6 

'525 

Lawrence, 

2 

300 

3 

300 

6 

2  270 

Lee,        .... 

2 

180 

31 

80 

2 

150 

Leicester, 

1 

80 

41 

60 

2 

207 

Leominster,   . 

2 

250 

3 

250 

5 

548l 

Lowell,  . 

7 

1,050 

4 

1,250 

16 

6  4,000 

Lynn,     . 

7 

775 

5 

1,150 

21 

3,319 

Maiden, 

4 

500 

6 

525 

11 

2,801 

Marlborough, 

2 

210 

3 

200 

7 

7  356 

Middleborough, 

1 

80 

82 

120 

3 

9  98 

Mil  lord, . 

2 

170 

2 

120 

5 

700 

Millbury, 

2 

100 

2 

100 

2 

277 

Milton,  . 

1 

180 

1 

150 

2 

- 

Nantucket,     . 

- 

- 

- 

- 

- 

- 

Natick,  . 

2 

250 

2 

600 

4 

10  445 

New  Bedford, 

11 

1,200 

13 

1,605 

33 

»5,O70 

Newburyport, 

2 

200 

2 

180 

7 

625 

Newton, 

4 

600 

5 

425 

6 

12  1,420 

North  Adams, 

1 

150 

2 

210 

4 

13 132 

Northampton, 

3 

290 

3 

305 

6 

,48o0 

North  Attleborough, 

3 

370 

15  4 

440 

9 

1,871 

North  Shore  (Revere), 

4 

455 

4 

515 

8 

16  819 

Orange, . 

2 

120 

2 

185 

3 

379 

Palmer,  . 

1 

125 

1 

100 

2 

337 

PittshVd,        .     <   . 

4 

410 

5 

590 

11 

760 

Plymouth, 

2 

250 

2 

375 

5 

928 

Quincy,  . 

3 

375 

4 

550 

6 

1,432 

Salem,    . 

4 

500 

3 

860 

14 

3,8h6 

Somerville,     . 

3 

550 

4 

470 

10 

1,805 

Southbridge, . 

2 

185 

2 

185 

3 

381 

South  Hadley  Falls, 

17  _ 

- 

1 

100 

2 

- 

Spencer, 

- 

- 

18  _ 

- 

2 

- 

Stoughton, 

1 

60 

1 

50 

1 

- 

Suburban  (Boston), 

2 

300 

2 

900 

5 

1,350 

Taunton, 

4 

525 

3 

325 

8 

600 

Union  (Franklin), 

2 

200 

2 

150 

3 

395 

United  (Springfield), 

5 

1,160 

4 

1,650 

18 

4,124 

Uxbridge  and  Northbridge, 

2 

199 

2 

185 

3 

505 

Waltham, 

4 

531 

4 

475 

8 

1938l 

1  Also  221  tons  sparks. 
2  Also  770  tons  breeze.    Steam  used  in  gas  works  also. 


3  Also  water  wheel,  60  H.  P. 

6  Also  41  tons  of  other  fuel. 

7  Also  218  tons  screenings. 
9  Return  for  six  months  only, 
n  Also  1,232  tons  of  other  fuel. 
«  Also  23,833  bushels  coke. 
15  Also  water  wheel  30  H.  P. 

17  Steam  bought. 


4  Also  2  water  wheels,  60  H.  P. 

6  Also  500  tons  of  other  fuel. 

s  Also  2  water  wheels,  180  H.  P. 

i°  Also  765  tons  sparks. 

18  Also  862  chaldrons  coke. 

i*  Also  100  cords  of  wood. 

18  Also  76  tons  screenings. 
is  3  15  H.  P.  gas  engines ;  used  1,203,000  feet  of  gas. 
19  Also  41,241  bushels  coke. 
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NAME  OF  COMPANY. 


o    . 

Total 

a- 

rated 
Horse- 
power. 

6 

330 

1 

125 

2 

230 

2 

160 

2 

130 

2 

300 

2_ 

_ 

1 

60 

4 

500 

8 

1,200 

Total 
rated 
Horse- 
power. 


Coal  used. 
Tons. 


Zi^ 


Walworth  (Boston), 

Ware,     . 

Webster, 

Westborough, 

Westfield, 

Weymouth, 

Whitman, 

Winehendon, 

Woburn, 

Worcester, 


2 

200 

1 

125 

2 

140 

2 

150 

2 

140 

2 

325 

1 

90 

1 

40 

6 

575 

2 

900 

4 
2 
3 
3 
4 
6 
2 
2 
11 
19 


1,566 
125 
391 

354 
'678 

171 
2,228 
2,607 


1  Also  122  tons  screenings. 


2  Steam  bought. 
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The  following  table  shows,  in  feet,  the  total  length  of  wire  ;  the 
length  of  underground  conduit,  the  length  of  the  wires  in  the 
same  ;  the  number  of  poles  set  in  streets  and  ways,  and  the  length 
of  streets  with  overhead  wires  of  each  company,  on  June  30 
last :  — 


Length 

Length 

Length 

Number 

Total  Length 

of  Wires 

of  Under- 

of Poles 

of  Street 

NAME  OF  COMPANY. 

of  Wire. 

in  Conduit. 

ground 

set  in 

with    Over- 

Feet. 

Feet. 

Conduit. 
Feet. 

Streets. 

head  Wires. 
Feet. 

Adams 

80,460 

_ 

160 

29,700 

Amherst,    .... 

22,550 

- 

- 

75 

7,000 

Andover,    .... 

60,736 

- 

- 

443 

20,242 

Athol,         .         .         .         . 

30,000 

- 

- 

160 

30,000 

Beverly,     .... 

52,200 

- 

- 

204 

23,148 

Blue  Hill  (Canton),  . 

171,600 

- 

- 

590 

171,600 

Boston,       .... 

2,042,318 

- 

- 

]951 

- 

Bridgewater, 

101,480 

- 

- 

238 

38,530 

Brookline, 

461,660 

- 

- 

1,230 

237,600 

Cambridge, 

711,400 

- 

- 

997 

184,800 

Charlestown, 

209,000 

- 

- 

305 

- 

Chelsea,      .... 

317,040 

- 

- 

1,454 

179,520 

Chicopee,  .... 

21,120 

- 

- 

200 

21,120 

Citizens'  (Wakefield), 

262,OCO 

- 

- 

530 

79,200 

Clinton,      .... 

334,200 

- 

- 

600 

89.200 

Cohasset,    .... 

253,440 

- 

- 

914 

103,098 

Cottage  City,     . 

121,440 

- 

- 

60 

21,120 

Dedham,    .... 

512,994 

- 

- 

1,162 

163,680 

Easthampton,    . 

37,000 

- 

- 

225 

28,000 

Edison  (Boston), 

578,160 

530,640 

176,880 

240 

15,*40 

Edison  (Brockton),  . 

468,958 

21,000 

7,000 

1,650 

182,000 

Edison  (Fall  River), 

96,450 

27,000 

9,000 

42 

12,000 

Edison  (Lawrence),  . 

507,647 

72,797 

7,200 

1,198 

213,840 

E.  L.  and  Patent  Flooring 

Co.  (Amesbury),    . 

200,640 

- 

- 

250 

52,800 

Fall  River, 

277,200 

- 

- 

741 

97,680 

Fitchburg, .... 

179,740 

- 

- 

443 

67,850 

Framingham,     . 

- 

- 

- 

900 

132,000 

Franklin  (Turner's  Falls), 

12,000 

- 

- 

86 

9,000 

Gardner,     .... 

192,5(  0 

- 

- 

445 

45,000 

Gloucester, 

97,000 

- 

- 

135 

70,000 

Great  Barrington, 

70,343 

- 

- 

278 

40,840 

Greenfield, 

31,000 

- 

- 

157 

25,000 

Haverhill,  .... 

206,500 

- 

- 

500 

158,400 

Holyoke,    .... 

306,317 

- 

- 

800 

100,000 

Hudson 

35,285 

- 

- 

71 

10,793 

Hyde  Park, 

186,880 

- 

- 

620 

67,600 

Lawrence,  .... 

205,920 

- 

- 

406 

68,640 

Lee,    ... 

52,800 

- 

- 

140 

15,840 

Leicester,  . 

152,794 

- 

- 

465 

50,160 

Leominster, 

267,550 

- 

- 

475 

51,780 

Lowell,       . 

550,000 

- 

- 

1,000 

- 

Lynn,          .         .         .         . 

1,008,730 

~ 

2,900 

475,200 

*  Roof  structures,  1,022.    2  Roof  structures,  20. 
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Length 

Length 

Number 

Length 

Total  Length 

of  Under- 

of Poles 

of  Street 

of  Wires 

NAME  OF  COMPANY. 

of  Wire.  ^ 

in  Conduit. 

ground 

stt  in 

with  over- 

Feet. 

Feet. 

Conduit. 
Feet. 

Streets. 

head  Wires. 
Feet. 

Maiden,      .... 

1,704,500 

_ 

4,000 

520,000 

Marlborough,     . 

106,965 

- 

- 

200 

50,000 

Middleborough, 

82,200 

- 

- 

335 

- 

Mil  ford,      . 

136,600 

- 

- 

- 

- 

Millbury,    . 

73,920 

- 

- 

150 

21,120 

Milton. 

422,400 

- 

- 

550 

422,400 

Nantucket, 

- 

- 

- 

- 

- 

Natick, 

242,880 

- 

- 

500 

63,3.60 

New  Bedford,     . 

670,860 

24,000 

8,000 

1,032 

175.000 

Newburyport,    . 

211,000 

- 

- 

400 

150,000 

Newton, 

1,096,500 

1,500 

1,500 

3,643 

- 

North  Adams,    . 

91,708 

- 

- 

300 

45,000 

Northampton,    . 

322,176 

- 

- 

600 

184,800 

North  Attleborough, 

372,860 

- 

- 

901 

- 

North  Shore  (Revere), 

673,050 

- 

- 

1 ,357 

195,360 

Orange,      .... 

64,231 

- 

- 

240 

26,000 

Palmer, 

86,980 

- 

- 

205 

38,280 

Pittsfield,    . 

288,938 

1,000 

500 

712 

98,500 

Plymouth,  . 

169,336 

- 

- 

407 

64  027 

Quiney, 

491,040 

- 

- 

1,100 

258,720 

Salem, 

424,500 

- 

- 

730 

200,000 

Somerville, 

1,032  200 

- 

- 

2,500 

- 

Southbridge, 

112,262 

- 

- 

362 

15.840 

South  Hartley  Falls, 

400,400 

- 

- 

226 

38,000 

Spencer,     . 

41.676 

- 

- 

397 

- 

Stoughton, 

47,520 

- 

- 

250 

47,520 

Suburban  (Boston), 

- 

- 

- 

- 

39,600 

Taunton.    . 

158,400 

-. 

- 

300 

- 

Union  (Franklin), 

115,320 

- 

- 

400 

42.300 

United  (Springfield), 

475,590 

38,250 

9,500 

617 

225,000 

Uxbridge  and  Northbridge 

132,440 

- 

- 

425 

43,000 

Waltham,  .... 

163,300 

- 

- 

356 

49,570 

Walworth  (Boston), 

19,400 

- 

- 

- 

- 

Ware,         .... 

51,760 

- 

- 

209 

- 

Webster,    . 

70,920 

- 

- 

325 

48,000 

West  borough,    . 

102,494 

- 

- 

248 

- 

Westfield,  . 

79,360 

- 

- 

206 

38,000 

Weymouth, 

743.100 

- 

- 

1,375 

- 

Whitman,  . 

116,160 

- 

- 

720 

95,040 

Winehendon, 

91.005 

- 

- 

185 

28,680 

Woburn,    . 

796,660 

- 

- 

3,000 

348,480 

Worcester, 

572,760 

~ 

1,612 

~ 
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The  following  table  shows  the  number  of  motors  furnished  off 
arc,  incandescent  and  power  circuits,  the  number  of  single  and 
double  arc  lamps,  and  the  number  of  plain  and  copper-coated 
carbons  used  during  the  year  :  — 


< 

Si 

£  £ 

Number 

Number 

Number 

Number  of 

fc  2 

■  £2 

"  u 

^o 

of 

of 

of 

Copper- 

NAME  OF  COMPANY. 

X    3 

1-T3  — 
=  =   0 

**  O  B 

oS 

Single 

Double 

Plain 

coaieu" 

o  a 

Arc 

Arc 

Carbons 

Carbons 

O^ 

2  cS 

cjli  u 

0  = 

Lamps. 

Lamps. 

Used. 

Used. 

a 

s1-1 

5 

as 

Adams, 

_ 

_ 

42 

_ 

16,600 

Amherst, 

- 

- 

- 

- 

- 

- 

- 

- 

Artdover, 

- 

- 

- 

- 

1 

30 

10,000 

- 

Athol,  . 

- 

- 

- 

- 

24 

- 

- 

7,000 

Beverly, 

- 

- 

- 

- 

30 

8 

- 

13,000 

Blue  Hill  (Canton),    . 

- 

- 

- 

- 

6 

44 

- 

8,000 

Boston, 

82 

14 

- 

189 

958 

1,905 

- 

1,757,953 

Bridgewater, 

- 

- 

- 

- 

33 

2 

- 

9.876 

Brookline,    . 

- 

- 

8 

72^ 

20 

202 

- 

130,000 

Cambridge, . 

- 

- 

41 

780 

26 

177 

- 

125,000 

Charlestown, 

1 

- 

- 

1 

21 

133 

- 

131,994 

Chel>ea, 

_ 

_ 

1 

h 

60 

156 

10.000 

62,000 

Chicopee, 

- 

- 

- 

45 

- 

5.000 

16,000 

Citizens'  (Wakefield), 

- 

- 

- 

- 

- 

29 

400 

400 

Clinton, 

2 

- 

- 

7| 

52 

- 

20,689 

- 

Cohasset,     . 

_ 

_ 

- 

- 

— 

- 

- 

- 

Cottage  City, 

- 

- 

- 

- 

52 

- 

5.000 

- 

Dedham, 

_ 

- 

- 

- 

- 

30 

11,013 

- 

Easthampton, 

- 

_ 

- 

- 

33 

- 

_ 

_ 

Edison  (Boston), 

- 

659 

- 

2,069 

- 

- 

- 

- 

Edison  (Brockton),    . 

- 

27 

- 

125 

60 

- 

- 

48,000 

Edison  (Fall  River),  . 

- 

- 

- 

130 

- 

- 

- 

- 

Edison  (Lawrence),    . 

- 

44 

- 

94 

34 

2 

31,000 

- 

Electric  Light  and  Pat- 

ent   Flooring    Co. 

(Amesburv),    . 

_ 

_ 

6 

15 

67 

4 

_ 

12,000 

Fall  River,  ! 

_ 

- 

- 

178 

148 

65,000 

86,1 '00 

Fitch  burg,    . 

- 

- 

- 

- 

66 

107 

- 

65,000 

Framingham, 

- 

- 

- 

- 

6 

72 

- 

30,000 

F"ranklin      (Turner's 

Falls),      . 

- 

- 

- 

- 

92 

- 

- 

3,500 

Gardner, 

- 

1 

- 

3 

13 

29 

- 

- 

Gloucester,  . 

- 

_ 

- 

- 

54 

_ 

15,000 

5.000 

Great  Barrington, 

- 

- 

- 

- 

36 

- 

7,500 

2,500 

Greenfield,   . 

- 

4 

- 

11 

43 

4 

15,000 

- 

Haverhill,    . 

- 

30 

- 

27 

85 

90 

2,000 

125,000 

Holyoke, 

- 

- 

— 

- 

275 

160 

120,000 

- 

Hudson, 

- 

- 

- 

18 

4 

3.000 

5,000 

Hyde  Park, . 

_ 

_ 

- 

_ 

12 

2 

43,159 

- 

Lawrence,    . 

- 

- 

- 

- 

143 

97 

- 

5S.600 

Lee,      .        .        .        . 

- 

_ 

_ 

- 

_ 

_ 

- 

_ 

Leicester, 

- 

- 

- 

- 

- 

_ 

_ 

_ 

Leominster, . 

_ 

- 

1 

15 

18 

63 

5,500 

14,280 

Lowell, 

57 

_ 

_ 

298 

330 

196 

_ 

_ 

Lynn,  .        .        .        . 

- 

- 

27 

241 

176 

250 

- 

234,000 

Maiden, 

- 

1 

- 

1 

200 

25 

10,000 

85,000 

Marlborough, 

_ 

_ 

_ 

- 

50 

35 

35  000 

_ 

Middleborough,  . 

_ 

_ 

_ 

- 

- 

20 

2,541 

_ 

Milford, 

_ 

7 

- 

22£ 

80 

_ 

16,000 

_ 

Millbury, 

- 

2 

- 

h 

29 

- 

- 

10,000 

Nantucket,  . 

_ 

_ 

_ 

_ 

_ 

- 

_ 

Natick, 

_ 

_ 

8 

47 

6 

56 

3,000 

15,000 

New  Bedford, 

- 

35 

28 

210J 

312 

145 

30,273 

80.S69 

Newburyport, 

- 

9 

- 

io| 

143 

2 

- 

45,000 

Newton,       .       .     .  . 

- 

_ 

_ 

- 

- 

84 

- 

42,000 

North  Adams,     . 

- 

- 

- 

~ 

44 

81 

60,000 

- 

102 


GAS  COMMISSIONERS. 


[Jan. 


u 

fe-g 

*3  u 

«s 

< 

°  8 

°S 

%£ 

Number 

Number 

Number 

Number  of 

tai 

»  S  <r 

00 

o  o 

of 

of 

of 

Copper- 

NAME  OF  COMPANY. 

ai  3 

o  *- 

O  c  3 

£|.-S 

i^ 

Single 
Arc 

Double 
Arc 

Plain 
Carbons 

coated 
Carbons 

o5 

o  »i 

OC-i  o 

go 

Lamps. 

Lamps. 

Used. 

Used. 

S 

g«° 

s 

S3 

Northampton, 

_ 

_ 

_ 

_ 

112 

_ 

25,000 

_ 

North  Attleborougb,  . 

15 

- 

- 

36i 

117 

1 

37,000 

16,000 

North  Shore, 

- 

- 

9 

125 

101 

40 

1,000 

23,951 

Orange, 

- 

- 

- 

- 

30 

- 

11,455 

- 

Palmer, 

- 

- 

- 

- 

4 

32 

1,200 

7,684 

Pittsfield,     . 

- 

- 

13 

330 

71 

40 

16,944 

- 

Plymouth,  . 

- 

- 

9 

132 

31 

3 

8,039 

1,658 

Quincy, 

6 

- 

- 

- 

- 

89 

35,000 

,  - 

Salem, .... 

- 

_ 

18 

78 

112 

192 

- 

180,000 

Somerville,  . 

10 

- 

- 

19| 

6 

250 

3,000 

120,000 

Southbridge, 

- 

- 

- 

- 

91 

7 

18,000 

- 

South  Hadley  Falls,   . 

- 

- 

- 

- 

- 

- 

- 

■'.- 

Spencer, 

- 

- 

- 

- 

70 

- 

22,000 

- 

Stoughton,  . 

- 

- 

- 

- 

69 

- 

- 

- 

Suburban  (Boston),    . 

- 

- 

- 

- 

- 

- 

- 

- 

Taunton, 

- 

- 

- 

- 

150 

65 

- 

43,000 

Union  (Franklin), 

- 

- 

- 

- 

42 

- 

6,901 

- 

United  (Springfield),  . 

- 

- 

26 

793 

176 

386 

25,090 

265,010 

Uxbridge  and  North- 

bridge, 

- 

- 

- 

- 

50 

- 

4,360 

- 

Waltham,    . 

- 

7 

- 

34£ 

111 

16 

11,125 

18,200 

"Walworth  (Boston),  . 

- 

11 

- 

45^ 

12 

36 

43,000 

- 

Ware,  . 

- 

- 

- 

- 

44 

- 

- 

6,000 

Webster, 

- 

- 

- 

- 

4 

68 

20,000 

7,000 

"Westborough, 

- 

- 

- 

- 

31 

- 

1,000 

9,000 

Westfield,    . 

- 

- 

- 

- 

110 

10 

22,300 

16,900 

"Weymouth, 

- 

- 

- 

- 

- 

32 

4,760 

6,700 

Whitman,    . 

- 

- 

- 

- 

42 

- 

7,108 

- 

Winchendon,' 

- 

- 

- 

- 

19 

- 

4.728 

1,000 

Woburn, 

- 

- 

- 

- 

37 

83 

43,920 

12,876 

Worcester,  . 

_ 

- 

— 

— 

250 

331 

— 

379,625 

1892.] 


PUBLIC  DOCUMENT  — No.  35. 


103 


•SJllSfl  JU33S3PUB0 

-ui  puB  ojy  qjoq  joj 
saaransuoo  jo  jaqranij 


tH    ^h         <m 


jjo  sjhSji  joaasapuBD 
-uj  iBiojgrataoo  joj 
sjamnsuoQ  jo  aaqtnn^ 


I    I    I    I    I    I 


-3IPUB3  iBitiraox 


<N  ifi  "O  CO 

CO  CD  CD  i-H 


I         I      I      I      I 


•s^mojiQ  ojy  jjo 
ejuSn  juaosapuBoui 
IBio  jamraoo  jo  jaqmnN 


i-l  CM  TjH  ■* 


I       I       I        I       I       I 


•.£[110 

s;qS!i  ;uaosapuB3 
-ui  iBiojamtaoo  joj 
sjsmnsuoo  jo  jaqmtifj 


o  coo 

lO  o 

a> 

HOO 

O  05 

-H 

lO 

<M  O  ^-> 

CO  CO  CO 

CM  ■* 

r>- 

©ION 

CO  CO 

l£S 

t-OlO 

•aajioj 

-aipuBO    jBuimoK 


cococo      cocooecMocococo 

i-h.-h.-h        iH  1-1  h  CM  CO  CM  i— i  i— l  i-H 


COCDCOiOCO       cococo 

rt^HrtCM^H  rH   r-H   — 


•SJUSn  ;U90S3PUB3UI 

IBjoaacanioo  jo  jaqintiN 


COO  OOOi-hiOOI-^OO  OOHCOtD  ©  — '  O 

inon  Q00(oo>05ccinn<o  oocoooco  oscoo 

CM  O_00  I   INOH        r-H        CO  C^CD^   I  I     I   ic  CN  CO  I   ONCM_ 

i-T  i-Tco                           cmco"  I-H  i-h'-^'us' 


ojy  iBpjacainoo   joj 
sjaranstioo  jo  jaqnmit 


i-H  .    CO 


•J3MOJ 

-atpuBO   XBUiraoii 


I      I   CO  CM^ 

ofi-T 


O^    I   <M^   I   CM_    I      I   C0CMCM_O 


•sjqStT  ojy 
IBioiararaoo  jo  jaqnms 


CM     I      I      I      I 


CM  CM     .   CO 


COINS 


2  'O  a  x5  >  a 


3* 


-r   £.     & 


mm 


02  -rn 


«-b  -03 

B 
O 

asse 
age 
bam 
son 

a 

AS^1" 

o  O  SJ'C 

O 

OOfiH 

104 


GAS   COMMISSIONERS. 


[Jan. 


•s^uSri  luaaeapiiBa 
-ui  pub  a.iv  qioq  joj 
sjsransuoj  jo  jaqimiM 


jjo  s}q3n  itraorepuso 
-ui   tBiajaniraoo   joj 

sjamnsuoo  jo  aaqmnj^ 


■JDA10J 

-aipuBQ  [Buiraovf 


la  CNI  Ci     O     CO  CD  Gi  CO  CM 


(M  N 


I         I  I      I      1      I      I      I 


III  I 


CMO        O  'O  -M  O  O 

O  CO  CM        NtDMCO 


II  I      I      I      I  I 


sjqSi^    }U9DS0pUB0UI 

IBiojaratnoo  jo  jaqumx 


>— i      i-~cn 


•i|UO 

sjqSii  juaasapuBa 
-ui  [Biojaininoo  joj 
sjauinsuoo  jo  jaqratijsi 


ONO      -* 


1Q        CO  00  CO        C-IO 
"  I  3  O         t^  O 

—   r-H       |  —  | 


)  — i  r-  o    <a 


•jaM.0,1 

-aipuEQ  [suirao^ 


•sjqSi'i  juaasapuBOiii 
IBiaaaraaioo  jo  jaqmn^i 


©  CD  o    O    CM  ©  CO 

C  32  O      lO      -CON 
O  CO  CO     ■"-!     ■*  CM 


COOO  O  O  O  O  »C  CD  —  O  t^  --H  0"i  ■* 

CO  O  O  OMOOii^O  OffiCOO  CM 

I       mom  I  ©  rH  30  cc  t-  ■*  n  I  N  o  cr.  m  t-- 

r^~  — r                     cm"  ^TcnT  *-T 


•iCiuo  s;q8ri 
ojv  iBiojaraiaoo  joj 
saauinsuoo  jo  jaqunix 


co  co      co  co 


co  co  r--* 


•jajioj 

-aipuBO  ibuiuiox 


I  O  CM  ^O  CM_  I 


o  oo  ooo  oooo  oooo 

O  OO  OOO  oooo  oooo 

CM  I  (N  M  I  C  Jl  M  I  O  M  R.  °«  '   '  ^i0.0.^1 

,-T  —Tr-^"  — Tr-H  r-T  cf-HCNCM"  i-H  CM~  CM*  f-T 


•sjqSii  o.iy 
IBtajarouioo  jo  aaqtnnx 


COC1XXM 


.    .O 


*  ei  S3 

S8J 


www  &i 


CO 

En 


z.       fl 


S    Cfi 

S2 

CJ 

CT3 

c5   eg 

o>  o 

Fs.CS 

C5 

CO 

•5"2  "E  £  aT.§  ©  £     <= 

-.JiS  <u  o  «  O     f>-> 


1892.]  PUBLIC   DOCUMENT  — No.  35. 


105 


lOi-l        CO  t-        ■#  CN  THl— 


00  NH1     S  lO        fo     t* 


(M  CN 

I  III  II  I 


1--  CO  CO  — i 


CO  00  CN 

I      '""'  I  III 


I  III  II 


III  I  I      I      I      ■ 


NNM        03        CO  CO  tJ<  r~-       M  M  o  M  lO  CO  o  ■  ■*  r>  M  CO  (O 


CO  t^  -<  C  M  H  CO 


III  I 


-*|<M  CO  CO 


s  co  cn    co    oo    co 

00  f-O     CD     N     3 


CO  CO  CO  CD  CD  CD 


CD        CD  CO  CO  CD  "M  CO     CD 


OtOMOOO        O 

ic  — i  cm  o  o  3      o 

*C  CO  CO  N  CO  T"      I    ^ 


O  CO  — <  o  o  o 
O  -*        OC-IO 


SON    I      I      I 


CD      3  ■*  >ra  o  3  o    o 
cn      mocai'mo    o 

rH  CsT  .-H*    CO" 


tO  WO        CD  i— < 


03333 

O  O  3  O  O 


O  3  O  3 
O  3  O  O 
CNCN_    I   CN^CN     I      I   CN3_CN_CDCN_   I      I      I   CN  CN I     I      I   CN 


I   CN^    I      I   CN  CN_    I   CN^    I      CD     3     I   CN     I    CM  GO 

r-T  ,-Tr-T        ,-T  CN      CN  1-4"         ,-T 


OJ  -*  -*  3  CD 
01C60M 


O   O 


COu'^n     *cj>~ 

5>   n-*   li   S    S    3-S 

T3  :=.-a   3  .Q  OS   y 
oj    ss  —  —  ~  -H    o3   OS 


S3 


oj        a>  O  O 

65     ^iZ» 


£     ©JmPm     fL,     Of    GO        CO 


>■> 

o 

o 

61 

5 

„ 

o 

o 

Ml 

3 

O 

O 

0 

c^ 

5Q  X  (C  OQ 

106 


GAS   COMMISSIONERS. 


[Jan. 


1892.] 


PUBLIC   DOCUMENT  — No.  35. 


107 


co 

»o 

bC 

CM      . 

co 

CO 

U    CO 

=2  =£ 

p  a? 

4-3   "^ 

.^3   2 

cS 

•£  bc-f= 

CO 

g 

■  .«§! 

r-*  .,_,     CO 

bxia"a 

CO 

43 
J2 

43    jj 

a 
o 

5 

Ph 

u*+*    Is-i©    «N 

bCbe-F   be 

i  i  §,|Ls  | 

s 

CO 

© 

CO 

be 

cS 

g   &. 

^bebc 

d  *  u  u  ,,  u 

co  co  d  S  S  d 

£>j  f>jC0    p.  q,  o 

*.s  § 

fi   co  co 
co   3  -S 

!h     rH 

CO     CO              CQ 

.     to 

S  co  n  4^  |S  r-, 

CO    S    w 

CO    CO 

a  a-S  q 

•— 

S   = 

ft&S    5    H    » 

0  o 

O»|Mr*]C0    bJ 

OhO 

S    CD    C    » 
O    O    CO    o 

> 

< 

&  CO 

©  ° 

_,  ,_    Pi  CO    CO    Oh 

CO  —i  ©                  -+ 

t^fe 

(M 

t~-    ^H 

O  as       © 

f^  © 

i- 1  i— i  CO  ©  ©  i— i 

^V^-V^. 

8^  <=<§  >0  t— 1  iO  ■<#    - 

.  ^  ■* 

^■^^^-*  CO  «& 

c 

o 

a 

43 

43~  +J" 

co" 

u 

bo      • 

_bebc 

of 

p. 

"S 

p     P 

- 

'5    ^ 

-"*     43 

43 

43*"                      43 

A 

»     .r; 

rW    -^ 

CO 

J3 

^           -G 

iC  J2 

ri3                       4= 

'5 

S3     -5P 

SS  £S 

.^x^o.bo 

<^>_b)D  1 

.£1°                     .^P  W 

ns    a 

T3  -p 

co  - 

CO  "p 

bCG 

"3         "3  J 

S-. 

r^h> 

a 
o 

^bC.bC^' 

"     " 

t-j"    s     -^.bC^ 

JS 

<D       CO 

CO    CO 

1    C    S    CD 

CO    3 

CO                  CO    O 

a 

>        > 

>  (> 

o 

r^  W  CO  r^ 
pb,  (^  cm  pH 

>  t> 

r         Eh  cm 

£ 

w  w 

KH 

s 

<<w 

■+J 

j= 

M 

+3* 

^    .. 

#bC 

co" 

„ 

Te 

&  S 

5 

rS        *        "        " 

o 

S 

fc- 

Q 
73 

■<  «! 

bC 

"2 

< 

o  o 

'3 

CO 

© 

f} 

3     " 

CO  CO 

T3 

O     "     "  -a 

43-      1 

hj-                 43"  43'  CO 

V- 

Q 

cm  cm 

*P  - 

-^J       "     *■  -C 

CO  _G 

43               43  ^3  cm 

o 

7— 1     T— 1 

a  - 

+=  5°  :x  be 

be  be 

sp           _be_bc-i 

JD 

rid 

r-j,  ^j 

^H 

©  3  5  "a  - 

m     o     S     C    "* 

s    - 

Sa 

"3  s  3  "H  '3  s 

a 

rj   o   o  , 

CO  

s 

3             !-P  ^   3 

£ 

M 

PP 

& 

02  co  to  "^ 

<<i 

<!          <1<D 

■3    * 

O      CM 

©  iO 

0(NOO«00(Oi(5«OOiC 

©  ©  o  ©  ©  10 

C      ° 

o    co 

O    CM 

OMOOHdHBBOCtOOO'JtCCIN 

S    A 

CM 

CM 

O 

©  t--        <D 

©„©. 

O  CM         ©  CM 

11 

*"" 

r" ' 

C-l 

(Nf-i         CM 

cm~  or 

CM  H          CM  1— 1 

u 

°   1 

©    to 

y-i  t~» 

«oc3iiCjxco»0'*'.om'#'*coor — hco 

a  J 

■<# 

CO  'O 

CM  r+ 

>— i  "O  "0  'C  >— '  -* 

CO  © 

CO   T+l   ©    r-l    O   © 

a  ^ 

r-^CO 

CM 

1—1          CM  1-1  i— 1  O) 

*l 

^ 

~* 

\^-v-v^          — 

~~*^~ 

"^^^''^^^        v^^v-^' 

> 

* 

. 

., 

». 

< 

b 

S 

O 

• 

* 

"" 

a 

Eu 

_o 

o 

.    a 

a 

cS 

3 

O 

;-T 

c" 

•< 

. 

. 

^^ 

. 

CO 

8i      co" 

co        te 
be      0 

43* 

r.         CO 

rT 

0> 

>»  5 

73      Ml 
S?      cp 

CO        ri 

p, 

&  .s 

H3          +5           - 

•r-C                 CO            03 

CO        £h 

s  ^ 

d     ^ 

o 
a 

O 

s 
o 

43 

CO 
O 

43    -r5 
4C    o 

•r      P 

JJ            CO        CO 
rO            FT-          CO 

3      d   "3 

d       4=     j=, 

<5  <j 

*3 

< 

CQ    pq 

pq 

pq   M 

000 

108 


GAS   COMMISSIONERS. 


[Jan. 


w|<s 

DC 

5-i  »— '   += 

co 

o 

o  5  a 
=h  a  co 

a 

« 

o  o 

- 

OS 

ents 
dditi 
ndes 

i 

-t-T 

CO  ■<!  S 

3 

-t-5 

4-i   +i 

U 

14  incande 
per  year. 

,  arc  $70,  im 

o 

g 

Ph 

z 

6 

bjj  be 

-^ 

13 

_bfi 

r3    ^3 

+=  _a  +3    . 

'3  '5 

Tc 

br..>-r  --r  si 

•-  a  .x,L  be 

m 

o 

3 

Ph 

pj;    1 
c3 

CD 

3 
o 

CD 

— i 

CO 

3  S 

a,  ^ 

02     CO 

'3 
z 

co 

O 
U 

in 

cr. 

"3 

er  yea 
ts  per 
er  yea 

0      0 

•- 

C3 
CO 

s  per  n 
its  per 
s  per  n 
per  ni 

—    +J 

co 

co 

CD 

COO    J! 

-^ 

p  (  rH     o; 

S    CO 

s 

-1— 

O 

s  s 

a 

a 

Fj> 

^8-a 

X! 

a,a 

CO 

a  S^i2 

Pi 

Hi- 

co  co 

CO 

co 

a 

c  O   &£ 

o  •# 

Ph 

co  o  co  a 

o 

rt 

lO  «H 

o 

o 

rt  <=*!  — 

€©CM  "^  ^(i 

iq  o 

»o 

v  raw.co   CO 

t-   Hi   ia    ° 

oo 

3 

CM  iO 

CNpO 

t^ 

!DI>H 

rH   CO 

t^ 

<=& 

«; 

-<# 

€^  "^  ^^  €^  ^^ 

€& 

-*  CM  CM  iO 

v 

a 

■ 

of  aT 

a 

o 

-(-a 

-a  rP 

a 

of 

CD 

if 

V 

00 

CO       " 

3 

o 

be 

.  .^.^ 

5  3 

a 

5 

3 

15 

— 1 

a 

CO     CO 

-a 

-ti~ 

-t-T  -tT 

a 

+i"  +^".^  _ 

5 

Cm 

o 

I  > 

1/2 

a 

CD 

o 

CO 

a 

13 

o 
co 

a 

be  co  d 

3 

lights, 
ry  nigh 
lights, 

ry  dark 
ry  nigh 
ry  nigh 
rage  21 
rage  21 

^ 

o 

o 

o 

t> 

•  —    - 

CO 

M      J     K 

co  co 

CO 

CO    CO    CO    V 

a 
1 

o 

3 

o 

3 

1 

3 

>C  j^  i* 
CM  W  CM 

>  >  >  >  > 

j 

• 

• 

a 

!if 

-t-T 

g 

-t-T 

S 

of  of 

Pi 

s 

Tc 

s 

• 

o 

"      "      " 

[bC    • 

Is 

T3    -nH1 

c  o 

3 
O 

^ 

'C 

^' 

CO 

■5 

-a  „a 

rH  1 

1 

3 

rH 

" 

CM 
rH 

co   co"  co 

"§s* 

3  ^3 

4J       "   t>   t- 

-2       -   CO    CO 

o 

a 

3 

o 
Q 

o 

3 

Q 

0 

of 

3 
O 

-a 

i£3 

O 

-4-1 

3 
Q 

g   g   g  £   bC 

c  c  c  ^  *2 
h«hi«-i«  *  — ; 

All  nig 
6  hours 
Averag 
Averag 

«    is 

s    o 

o  o 

o 

o  o  o 

o 

O  CO 

O  O  "O  o  o 

O 

O  O  O  ifi 

o  o 

CM 

O  CN  CO 

o 

O  CM 

C  O  i-i 

CM  CM 

o 

O  O  O  CM 

ci.ci. 

CM 

CO 

CM 

CC  o 

CM 

O  CM  CM 

a  i 

r-Tr- i 

T— 1 

1— 1 

rH 

rH  CM 

i— I 

(NrlH 

5 

<<-    a 

2    a 

lO  OS 

o 

OJ  iO  o 

r~ 

O  CO 

coioohio 

O 

OOO^ 

S  5 

a  " 

-^  CM 

CO  CO  CO 

1—1 

CM  -v 

CO  CM  U3  O  -*i 

>o 

co  o  'O  co 

rH 

rH 

co 

■* 

iO  r- 1 

l-1r-<           rH 

11 

— 

o 

s^ 

• 

• 

• 

• 

• 

• 

• 

&c  " 

.       . 

C2 

>. 

'3 

* 

. 

- 

• 

- 

• 

• 

o 

- 

•       •           • 

< 

o 

^~^- 

.. 

Ph 

6 

o 

o 

H 

s 

of 

CD 

CD 

*02 

a; 

5 
.5 

■4^ 
CO 
CO 

CO 

S3 
O 

O 

CO 

bfi 
S3 

-4-3 
-t-» 
O 

s 

,a 

CO 

asthampton, 
dison  (Brockton), 

CO 

u 

s 

a 
o 

CO 

a 

CO      „ 

a 

CO 

all  River, 
itch  burg, 

ramingham, . 

O 

o 

Q 

o 

o 

Q 

K    W 

W 

w 

PhPh    Ph 

1892.] 


PUBLIC  DOCUMENT  — No.  35. 


109 


sTa'a  g 


bJO 


'3  3  ^^ 


oS 

<x>  .-  r.  .• 

t^cS    oS    oS 

^  <a  a;  a>  „ 

CD  t>it>iP=-jtB  ■  a)  >-> 
'*'  S-<  f-t  !h  ' '-t-^  +->  "^  .-t 
j^   P,  £«  5hiQ    *    cd  o    & 

■  o  o    ,* 
oo  t~-  »— '  go  •— i  >o  ^Wt^-  CM 


03  ^3    tj 
O 

T— I 

»t;o    . 

|>g  §3  «  S 

*  g  §  &s« 


CD 


o.  CD    OS  o  —    oS    &,S5 


co    i   r- <  .a 

-g    p  e©  cS 


..    OS    ^ 
OS    cS    »    <0 


©    oS 
O    p 


ft-p 


a  += 
o 


be  be 


bJO 


P  jd 
an       H.y> 

w    **    j-    CD  "P 
9?  a>  §  „  h 


<w  a  S  .    a 

=n  -P 


CO  >C  GO 
~CO  CM 


5  os   oS   ^  ^  a 

to   h^v   ^  «isi  *"  >^+e   q 

•g^t.Sc5-Scoi0^i£^g"" 
J  a)  (D  aft(s-x  s  c  »  o  * 
o  ft  ft~ ._  o  ~  hn  a)  a>  Ph  .    a 

«|«0  O  I-  — i  O    oS  —  u  O  "M  g 

'CO  rH  #^CM  co 


m  m 

TT      ■ 

6J0  &D                         -    - 

p 

gut,    . 

s, 

irk  nighl 

hedule, 

liedule, 

%» 

i?rCN  CM     ........  2  92     „    »'fi>"Si 

a*-                   91    05     0!     Oiaa    !0     Id     W™ 

o 

be 

ja      be^ 

tB.^Pm'p  S 

"Z  <o  cd  -"J  -^  -p  -e  o  o  ■"  -"  "S 

be  be—  jc:  ,a  -n  02  <yj-a.a  w 

a 

■73 

"a  v  to  9i 

a 

night 
ery  n 
night 
very 
noon 

>>  oS  S  .cc_bC_ct  bD  s   c  &D  bJD  ^  >, 

<t>cDa>aacaooaact>cD 

5j 

S  a  S  o  o 

CO 

m^oo'O'O^hnn.*; 

W<j<tJCMCMCMCMf^^iCMCMhH 

> 

> ,_  t>  °  o 

> 

o  >  o  W  " 

CM  W  CM  ^^^ 

*r 

4a" 

fgg 

05 

©.a°.a°p  a    '    "  a°-"C  "   "   " 

ou 

bD 

•  -w  bD  •*)  A 

• 

'   "   "    a 

co  a  a  o  o            c  a 

§5c?§ 

O 

•"^J 

""w 

r            ^p 

iset  to  1 
rk  to  mi 
rk  to  mi 
erage  5 
erage  5 
ours,   . 
ours,    . 
rk  to  mi 
rk  to  mi 
night, 

u 

o 

s 

o 

ours,   . 
til  midn 
rk  to  mi 
rk  to  12 
rk  to  12 

.a0 

il  2  A.M 

night, 

night, 

rage  6 

r;  cs  «  >  ^aa  s  rtS 

oS 

oS 

^      C      Cj      d       'w 

' J 

Bds    (> 

coGQ^^ocoQQ-^ 

Q 

Q 

«oPfiaa 

^5 

P<1<1   -< 

OO-OO^OOOOCMOOOO 

o 

ototooio 

o 

O  O  "O  ©  uO 

O  ©  CM  O  CM  ©  "3  ©  CO  O  O  O 

o 

o 

O  i— l  CM    O  CM 

o 

©  ©  CM  ©  CM 

OCM          CM          lO          CM          CMOCMCM 

o 

O                CM 

o 

CM   — l          CM 

CM 

CM               .-H 

CM 

t-1  CM          i—l 

bD 


'<->        *0        i— T 


pq 


o  o 


a      Z     a        „- 


03     53 


£       cs 


O      O      O      W    KM 


w 


&  sf.S 

OS    iD    CU 


HJ  h3 


110 


GAS  COMMISSIONERS. 


[Jan. 


43 

CZ5       - 

S-i     33 

^  -a 

t.  0 
0  ° 

i-1  ■* 

be" 

• 

a 

■+3  jJ 

43 

+3 

+3        .                               +3 

< 

rC^j: 

^E 

a  * 

sz  43    -          .-a 

bc^:  +^  ^a 

h 

^be  be  be 

_be 

bc-a  .a       j-  be 

•a  be-a  bo 

s 

£    .  'a  '5 

"a    .    . 

h  .° 

•jj  oe^    -  a  "-1 
r  'a  0  c3  ?  ,.  (J  p 

3  ^  9  f  '"3  S5  !? 

QjOSf^S-CLi??? 

a,  -h  -,  03  — '  p^p^ 

s5S 

s 

er  yea 
r  year 

ts  per 
ts  per 

s  per 
•  year, 

'  year 

'  5 

a  <5 

cC   55 

03    03 

year, 
year, 

•  year 
ts  pei 
s  per 
per  n 
s  per 

OJ 

^aao  =  «3 

ftjEE 

0 

03    03 

03    03    03 

03  a  *3  a 

IT-*    a  g    ? 

_  —  — 

CD 

■ 

03  a  0 ,— .  >o  03  P-i  a - 
0  S^Sco'  °oo 

0       0  — 1  —  0  r^  <ji 

a-  a 

2-  &  Oh 

03    03    a    03 

0  0  0 

O 

<r**& 

0  t^ 

iO>CN 

„  03    O    03 

i-l  (M  CO  t-bo 

1^  CO  CM 

iO 

O 

30    <-! 

r^  1^  — 

CO  CM           ih|« 

^<=%=t-i  CO  CM  ^=^ 

CM 

•*N»*»n®s©*%E©^e&M(N©iO 

JA 

+="+3* 

43' 

of 

43 

of 

- 

w 

JJ~           -l-3~ 

I 

a. 

ht,    . 
ht,    . 
k  nigl 
k  nigl 
ht,    . 

k  nigl 

"S 

u3 

"a 

u3 

hts, 

hts, 

dark  nigl 
24  nights 
24  nights 
night,    . 

hts, 

schedule, 

ge  26  nigl 
schedule, 
schedule, 

•y  mg 
ights, 

•y  nig 
ights, 

™ 

bjo  be  h  a 

.,-*  th   C3    G3 

nig 
hts, 
dar 

1    CM 

03 

be 

CM 

03 

be 

03    ^    03    C 
>  iO    >  tO 
03  CM    03  CM 

r-l 

r*>  **•  r~>  >>  >>.££  >a 

S  s  3  «  3  c  3 

3 

03 

be  SJO  >>  »f  «   >^_6J0  a 

'a  a  S  0  0  S  a  g 

CC     r-,     rn 

'5  ?  £ 

Some 
Some 
Some 
Some 

3 
2 

>  >  >  > 

W  <M  W 

> 
< 

> 

CMCMW<q<![JHCM'^i 

>  0   0 

j= 

r        r 

,     - 

a     s 

f? 

**  +J"  .  - 

r£ 

W 

M             +3     in 
«3                 1*               rS      « 

3     3 

^     ^ 

1 

r    r    •    • 

Ml 

-1 

U 

.     .   Jh     .  <;     -.   bp  <^ 

is  be_bc 

+3    CO    *3    CO 

S  S 

O 

O 

00       a  0 

c  'a  'a 

1  nigl 

til  12 

nigl 

til  12 

o 

HH4343' 

11^ 

-a 

1  0 

O 

rO              CO             TjW 

^  ^co    ..cm    -"a  "^ 

5     i 

0  s  a 

%-. 

■2  ^  lclc 

ssl 

CO 

fee 

03 

bD 

rbc'bcbt~c3'bc-8  3 

.     . 

03 

st3  2 

cc  3  ==  a 

.£} 

^  ^  '5 'a 

£■£& 

G3 

c3 

"a  'a  u'B^s'Bmm 

c3 

5S  -^  -^ 

03    03    03    03 

S 

3   rt  ~  ^ 

cs    ci    t> 

03 

03 
!> 

~  — '*«  ^  ^ 

CD    f-,    b 

t>    bJ    c3 

a  3  s  a 

0  c  0  0 

z 

2Q«qoa 

< 

<5 

^^^Q-^ca 

<1^Q 

uiTi'sitn 

a     * 

0  'O  0  >o  0  0  10 

O 

10 

OOOO"0OOOO'0OO«5 

^ w 

=    o 

OCNOIN 

COCN 

O 

CM 

OCMOOCMOOOOCMOOCM 

O         CM 

CM  CM 

I    CM 

O          CM  CM          CM  CM  CM 

CM 

CM  CM 

0      >o 

Noir 
Candle- 

O         CM 
CN 

CM         tH 

CM  -*  O   — 

r--  ~f  co 

CO 

CO 

NO^iOCCOCSXSCOOCO 

O         O 

1   J 

-*  ■>*  CM  iO  CO  CM  CO 

1    O 

CM 

COCTi^^CO'CGOCO'— ' 

-f  'C 

CO  CO  t-H 

-*         O 

S  .2 
5  I 

CM 

T-H            t—                     tH 

CM 

CM 

=H 

^-v-w          y^-v-^/ 

V 

55 

• 

<i 

Ch 

3 

0 

03 

o 

pC4 

be 

a 

03 

o 

r^ 

p 

« 

< 

ugh, 
roug 

-4J" 

ford, 
port, 

ams, 
pton, 
tlebo 

03 
O 

rlboro 
ddlebo 

Iford, , 

11  bury. 
Iton,    . 

03 

+3 

w  Bed 

wbury 

wton, , 

rth  Ad 
rth  am 
rth  Al 

02 

of    r-T 

be    sg 

a     3 

S3     ra 

'oS 

«a 

to 

S3          .rt 

S3 

03       O        03       OOO 

O 

-4-3 

i 
1 

£          S 

•55  "srl  **n 

^  &  *=. 

A 

fc 

iz;    ^    £    ^^^ 

|2i 

C   Pm 

s 

1892.] 


PUBLIC   DOCUMENT  — No.  35. 


Ill 


o 

'd.'L'C 

53    CD 

03 

oo  ^ 

o 

a  T-i  a 

u 

+3 

o 
o 

CM 

s& 
o 

oS 
bog 

"3  w 

r  140  arcs  a 
(scents.     Ad( 
at  30  cents  a 

+3 

be 

"43  co 

■5  s. 

lonth  for  9  ai 
incandescen 

glits,  $7.39  a: 

+3 

c 
c 

ght. 

night. 

ight. 
lights  ffee. 

er  night. 

4J    +-J 

be  fee  p 

~               s3 
•— i      •      •    cd 

Og,   to 

'-H     g    -" 

3 
p. 

to 

O  66= 

= 

°1= 

CM    £ 

a 

"S          h    .  a  °o  <s  ft 

w  _-  _-  o    -         ^<d 

■a  -a  c« 

,-    "    ""    CD 

nts  pe 
r  year 
r  year 

per  yi 

<D    H 

- .   S  "Sr 

3  « 

tj 

ts  per 
r  year 
r  year 
ents  p 
r  year 
its  per 
ryear 
per  y 
i  cents 

?  a!  ^   ^ 

Oh?    C3    g^J 

+3 

o 

CD            J 
-t^  "ts" 

pi 

co 

co 

1-1 .2 

a 

a>  o  i-s  u 

P>i  *~*         CD 
.      CO    CO    fi. 

m    CD    CD   — , 

C     CD 

•M 

QCOffinOCCCom 

©  a  a  o 

CD     S-l 

eh 

HS=^  'be  g  o 

ccO  iO  ~    B  W 

"  i — i 

ss  <3 

€© 

S  a,  a-  lo  a,  g  a^o  ^ 

JNffl  ""mo        o  O  CM 

a*  cd  cj  io 

O    °    °N 

50  — '  1^-  I'M 

^ 

■¥= 

O-J-HO<O-*00i-t!N 

NO'OCO 

CM  <=&  <S&=  €/=>=  -^  v 

v 

— -v — 

CO  <f/=>=<=fe=CO  9?#M««fr 

©=>=CO  CM  €© 

•      ■      "      * 

• 

"       ' 

DS! 

-1-3 

r3 

be 

^ 

«•■»©•• 

CD      •      •      • 

a      p— '  i— i 

a  a    -   - 

+3 

-4-2 

— U            i — '  -—    +3    -t-3 

73  *3         "S 

DO    05    03    02 

.5Pjs 

of  of 

of  of 

^  bfl  of  bD 

-ts   *J   -tJ  +j 

-1-3  +3 

-l-i    +3 

-l--u^3-i-'a;-Mooar- 

w  '3  "2  "a 

.G  J3  X  Jd 

X  _a  j3  J3  be-G  «i  « 

02     "*  -3     1H 

bl  be  bo  b)[ 

>s 

KS° 

be  bo 

bC  be 

_bc  be  be_bC  c3  _bc  rn   c   !>j  >■ 

rt    t-.  bC>i 

s  a  a  a 

<3 

S  a 

a  n 

a  a 

"a  '5  'a  a  <3  'a  g  g  S  S 

o  cd  a  cd 
2  >'s  > 

iO  lO  r-»  r>- 
<N  CM  <N  <N 

> 

fa1 

fa  CM 

o  © 

CM  CM 

o  o 

CM  CM 

COKNO^COHir!^^ 

N  (N  !N  (N  "^  (N  i^i  fl  W  1*1 

• 

•      ' 

- 

-      r^3        ^                       «      •■ 

*T-^a" 

+3     4J      sTri-"         ^            -1-3+3 

x  j-j  2."^  to      -a  -a 

CO                     CO 

be  bC    -     - 

• 

^ 
^ 

3     S 

i 

nig 
nig 
idu: 
nig 
our 

M., 

nig 
nig 

a    -■*  a 

g  *  beg 

.x  .a  a  73  "^  <j  •-  -g 

"~  ^"3^ 

S3'" 

+? 

o 

aSflS'^HSp-j 

"O  __,  ^3  >X> 

C    O    of  t/f 

-d 
sp 

CD 
CIO 

3     2 

z 

k  to 
k  to 
set  ti 
k  to 
rage 
k  to 
k  to 
k  to 
nigh 
nigh 
rage 
k  to 
il  mi 
rage 

r-l      J-l      O      O 

£2 

h  >  a  h  o  h  h  h , 

CD     (1h    *j     <u 

5j    C3  X  J3 

^— 1 

=3 

co 

C3c3r-T3!>c3'55c3r^r^ 

t>  c3  a  > 

pflt-t- 

«J 

ac«KQ<3aQQ^<!<:cD<: 

O  CM  ©  o  o 

©  »o 

O  iO 

O  iO 

OOOOOOOiOOuOOOOO 

O  CO  O  CM  O 

O  CM 

O  CM 

O  CM 

OCM"*oOOOCMOCMOOOO 

CM         CM 

o 

o 

o 

o 

CM                CM  GO  CM  CM          CM  ~* 

O  CM  CM  CM 

i— l          i— 1 

CM 

CM 

CM 

(M 

1—1             1—1        1—1  1—1       1—1 

(M  rH  i-H  rH 

i-te* 

HlCN 

00HOJC35-H 

iO  CO 

Ci  CO 

r-l  CO 

i— lOOOh-.-^r-OrN.-^ 

ON-'Tt 

i—i  co  oo  oo  as 

iO  -# 

CM  —1 

1—1   H 

lO!>iOt>.CONCO^NH 

iQCO-^iO 

1—1 

H  CO 

CM 

i-H 

i-(                                   CO 

• 

• 

- 

• 

• 

CD~ 

be 

<B 

3   •   •   ■ 

V 

B 

a 

.. 

rQ- 

. 

U 

o 

g 

o 

CO 

"be 

-«3 

o 
3 
13 

e,  . 

ey  Falls, 

nklin),. 
ringfielcT 

-a 

+3         •        •        • 

o 
T3    '    "    ' 

a 

of 

be  S                 Fa, 

Plymouth 
Quincy,  . 

3" 
Is 

CO 

CD 

3 
o 

CO 

Southbrid 

South  Ha< 
Spencer, 
Stoughtorj 
Taunton, 

Union  (Fi 
United  (S 

Uxbridge 
Waltham, 
Ware,     . 
Webster, 

112 


GAS   COMMISSIONERS. 


[Jan. 


cC-f2               fcC-« 

•r-     00                 •"  -C 

o  d          =  &e> 

s^ 

0) 

r 

a.  ft  Zl'  <B    ft  £.  O    S    P.  ft 

CO  CN  CN  eo|«t>  GM  CO         h-  — < 
y&<l©=CNIiC:<=^<!©COiO<S&=& 


rS  ^  ^3 

"s  "S  ■** 

e  a  c 

o  o  S 

sal 

f-(  SU  fj 

03  <»  03 

a  ft  a 


J2         -C 


s  'as 

m    t->  2 


6J0       be)       fcO   +2 


<3 


ft 

S  o 

o  — < 


bJDbe 


a;   m    31   to 

fecfac  &C  be 

'3  '5  '5  "5 


^   -   br  be 

w   w   ~"   ~   be  be  be  be—  ~  -F 
>>  >a  t>a  >j  p  rt  cs  ed  bC^O.&O., 

r^  S^  r\  r^\   Z*   Zt    Z*    j  lO  'O  O 


Wbp  :>.  >j 

s  c  3  J 

<"  "  r^l  r^ 


^  <  be'bc.E  i:  -q 
cn 


02  s° 

3  3 


O  O    2    C  •£  '£  ^ 


-=  X! 

_b)0bO 

'5  "3 

a  a  1 1 2  22  s  a  c  o  o 


-     d?V* 


01    0) 

be  be) 


^<< 


0<NO'(5  0<MO(MOiOO'OOiOOiC5  0iO 

OMOIMCKOCOOlNOWOfMONOffl 

i- 1    cm    i— i    ih    i—i    oT    o<r    h    c<r 


CMCMO  iQ  CO  CN  H  ■*  CO  O;  r-  95  rf  .O  X  H 

33  i— I  CN  CM 


,0 

be 


o        «*        a? 


£      £      £ 


J5 


1892.] 


PUBLIC   DOCUMENT  — No.  35. 


Ill 


The  following  table  shows   the  price    charged   by  the    several 
electric  light  companies  for  commercial  lights  on  June  30,  1891  :  — 


NAME  OF  COMPANY. 


Price  for  Commercial  Lights. 


Adams, 


Amherst, 

Andover, 
Athol, 


Boston, 


Beverly,     . 

Blue  Hill  (Canton), 


Bridgewater, 
Brookline, 

Cambridge, 

Charlestown,     . 

Chelsea,     .        .        .  -j 

I 

f 

Citizens'  (Wakefield), -j 


For  16  c.  p.  incandescent  lights  for  business  places  open 
every  night,  $13.00  each  per  year;  open  6  nishts  per 
week,  $12.00;  open  4  nights  per  week,  $9.00;  wiring 
and  renewals  free. 

Incandescent  lights,  one  cent  per  hour,  16  c.  p.  lamps  by 
meter ;  dwelling  house  wiring  at  cost ;  commercial  wir- 
ing and  renewals  free. 

Incandescent  lights,  $10  00  per  year.     Wiring,  stores,  free. 

Arc  lights,  $75.00  per  year. 

Arc  lights,  50  cents  per  night.  Incandescent  lights,  16  c. 
p.;  6  nights  per  week,  $1.00  each  per  month;  4  nights  per 
week,  87.^  cents  each  per  month.  Customers  furnish 
renewals. 

Incandescent  lights,  one  cent  per  ampere  hour.  Wirinjr, 
$2  00  and  $2.75  per  light;  lamp  renewals,  70  cents  each. 

Arc  lights  under  contracts,  1  lamp  for  12  mos.,  75  cents; 
for  6  mos  ,  80  cents ;  for  3  mos.,  90  cents  ;  2  lamps  for  12 
mos.,  each  70  cents ;  for  6  mos.,  each  75  cents ;  for  3  mos., 
each  85  cents ;  3  or  4  lamps  for  12  mos.,  each  65 
cents ;  for  6  mos.,  each  70  cents  ;  for  3  mos.,  each  80  cents ; 
5  to  7  lamps  for  12  mos.,  each  60  cents;  for  6  mos., 
each  65  cents;  for  3  mos.,  each  75  cents  per  day;  8 
or  9  lamps  for  12  mos.,  each  55  cents;  for  6  mos.,  each 
60  cents ;  for  3  mos.,  each  70  cents ;  10  lamps  lor 
12  mos.,  each  50  cents ;  for  6  mos.,  each  55  cents;  for  3 
mos.,  each  65  cents  per  day.  Incandescent  lights  under 
contracts,  125  o.  p.  for  12  mos.,  each  lamp  50  cents  per 
day ;  65  c.  p.  for  12  mos.,  30  cents  per  day  ;  32  c.  p.  for 
12  mos.,  20  cents  per  day;  16  c.  p.,  1  cent  per  hour  by 
meter.  Inside  incandescent  wiring  charged  to  customer 
at  cost ;   lamps  furnished  and  renewed  free. 

Arc  lights,  $100.00  per  year  of  300  nights.  Incandescent 
lights,  1  cent  per  ampere  hour  or  $10.00  per  year  for  16 
c.  p.  lamps;  wiring  $2.00  per  lamp,  open  wiring;  $2.75 
per  lamp  for  concealed  work.    Lamp  renewals  free. 

Arc  lights,  $65.00  to  $100.00  per  year  according  to  hours 
burnt.  Incandescent  lights,  $1.00  to  $1.50  per  mo., 
16  c.  p.  lamps,  according  to  hours  burnt. 

Arc  lights,  6  days  per  week  to  10  p.m.,  $100  00  per  year  per 
lamp;  7  davs  per  week,  $120  00;  6  days  per  week 
to  12  p.m.,  $120.00  per  year;  7  days  per  week,  $140.00. 
Incandescent  lights,  20  c.  p.,  yearlv  contract,  1  lamp 
$10.00,  5  lamps  $9.50,  10  lamps  $9.00,  15  lamps  $8.50, 
20  lamps  $8  00  each  ;  32  c.  p.,  $24.00  to  $30.00  ;  65c.  p., 
$40.00  to  $48.00.  Consumers  pay  cost  of  wiring,  lamps 
and  renewals. 

Arc  lights,  50  cents  per  night.  Incandescent  lights,  50  cents 
per  night  per  group  of  8,  16  c.  p.  lamps.  Wiring  and 
lamp  renewals  at  company's  expense. 

Arc  lights,  40  cents  per  lamp  per  night  until  12  p.m.,  30 
cents  until  6  p.m.  Incandescent  lights,  16  c.  p.,  $1.25 
per  mo.  for  stores.  Houses,  by  meter  1|  cents  per  hour 
Renewals  70  cents  each. 

Incandescent  lights,  1  cent  per  hour,  16  c.  p.  lamps  by 
meter.  $1.00  per  month  by  contract  for  16  c.  p.  lamps; 
$1.75  for  32  c.  p.  lamps.  Wiring  $2.00  per  lamp  for  open 
work,  $4.00  and  $5.00  for  concealed  work.  Meter  cus- 
tomers, first  lamps  free,  renewals  60  cents.  Contract 
customers,  renewals  free. 
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Clinton, 


Cohasset,  . 
Cottage  City, 

Dedham,   . 


Edison  (Boston),      .    j 


Edison  (Brockton),  . 


Edison  (Fall  River), 


Edison  (Lawrence), 


Electric  Light  and 
Patent  Flooring  Co. 
(Amesbury), . 


Fall  River, 


Fitchburg, 


Framingham, 


Franklin  (Turner's 
Falls),    . 


Gardner,    . 

Gloucester, 
Great  Barrington, 
Greenfield, 


Arc  lights,  1  light,  $8.33  per  mo.;  2  lights.  $7.50  each; 
3  lights,  $7.00  each ;  4  or  more  lights,  $6  50  each.  Incam 
descent  lights,  $1.00  per  light  per  month,  1  cent  and  1| 
cents  per  hour,  meter  rates.     Wiring  and  renewals  free. 

Incandescent  lights,  rates  for  each  customer. 

Arc  lights,  $50.00  per  season  of  90  days. 

Arc  lights,  $70.00  per  year.  Incandescent  lights  on  leases, 
$10^00  per  year  until  10  p.m.  ;  by  meter,  20  cents  per  1,000 
watt  hours. 

Incandescent  lights,  1  cent  per  hour,  16  c.  p.  lamp.  Lamp 
renewals  free ;  inside  wiring  charged  to  customer. 

Arc  lights,  4  nights  per  week,  each  lamp  $9.00  per  mo. ; 
7  nights,  $10.00.  Incandescent  lights,  $0,015  per-  16 
c.  p.  lamp  hour.  Discounts  to  large  consumers.  Lamp 
renewals  free. 

Incandescent  lights,  1^  and  1$  cents  per  16  c.  p.  lamp  hour 
by  meter.     Inside  wiring  at  net  cost;  renewals  free. 

Arc  lights,  every  night  till  midnight,  $10.00  per  mo.;  6 
nights  per  week,  $8.00;  3  nights  per  week,  $6.00.  Incan- 
descent lights,  1^  cents  per  16  c.  p.  lamp  hour  by  meter. 
Renewals  free. 

Arc  lights,  3  nights  per  week,  each  lamp  $57.00;  4  nights, 
$63.00  ;  5  nights,  $69.00 ;  6  nights,  $75.00  ;  7  nights,  $81.00 
per  year,  incandescent  lights,  16  c.  p.  lamps,  3  nights 
per  week,  $8  00  per  year,  and  $1.00  per  year  additional 
for  each  additional  night  per  week;  20  c.  p.  lamps,  3 
nights  per  week,  $9.00  per  year,  and  $1.00  per  year 
additional  for  each  additional  night  per  week ;  32  c.  p. 
lamps,  3  nishts  per  week,  $16.00  per  year,  and  $2.00 
per  year  additional  for  each  additional  night  per  week. 
Wiring  for  .stores  free,  for  houses  at  owner's  expense. 
All  lamp  renewals  at  consumers'  expense. 

Arc  lights,  $8.00  per  mo.  Incandescent  lights,  20  cents 
per  1,000  watt  hours.    Renewals  free. 

Arc  lights,  1  light,  $10.00  to  $13.00  per  mo. ;  2  to  4  lights, 
$10  00  to  $12.00  per  mo.;  5  to  9  lights,  $9  00  to  $11.00 
per  mo.;  10  or  more  lights,  $8  00  to  $10.00  per  mo. 
Incandescent  lights,  by  meter,  stores,  25  cents  per  1,000 
watt  hours,  residences,  30  cents. 

Arc  lights.  $72.00  per  year.  Incandescent  lights,  by  meter, 
1  cent  per  lamp  hour;  by  contract.  $1.25  each  per  month 
for  first  three  lights,  12  lights  for  $10  per  month.  Larger 
number  by  contract.  Wiring  in  stores,  $1.50  per  lamp, 
houses  at  cost.     Renewals  free. 

Incandescent  lights,  4  nights  in  the  week  to  9  p.m.,  $7.00 
per  year;  6  nights  in  the  week  to  11  p.m.,  $10.00.  Wir- 
ing and  renewals  free. 

Arc  lights,  for  yearly  contract,  6  nights  per  week,  $77.78  ; 
5  nights,  $66.67 ;  4  nights,  $55.55.  Incandescent  lights, 
25  cents  per  1,000  watt  hours ;  by  contract,  $0.0122  per 
lamp  hour.  Shops,  mills  and  factories,  50  cents  per 
1,000  watt  hours,  or  by  contract  $0.0225  per  lamp  hour. 
Discount  of  10  per  cent  on  all  bills  if  paid  on  or  before 
the  tenth  of  the  month.  Lamp  renewals  free  to  meter 
customers,  at  cost  to  others. 

Arc  lights,  $8.00  to  $9.00  per  mo.  Incandescent  lights,  16 
c.  p.  $0.75  to  $1.25  per  lamp  per  month.  Wiring  at  cost; 
renewals  free. 

Arc  lights,  25  cents  per  night.  Incandescent  lights,  16  c.  p., 
$10.00  per  lamp  per  year.    Renewals  free. 

Arc  lights,  3  nights  per  week,  $65.00  per  lamp  per  year. 
Incandescent  lights,  $6.00  to  $20.00  per  lamp,  per  year. 
Wiring  free,  lamp  renewals  85  cents,  600  hours' guarantee. 
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Haverhill, . 
Holyoke,   . 

Hudson,    . 

Hyde  Park, 
Lawrence,  . 

Lee,    . 

Leicester,  . 

Leominster, 

Lowell, 
Lynn, 

Maiden,     . 

Marlborough,    . 
Middleborough, 


Milford,     . 


Arc  lights,  50  cents  per  night.    Incandescent  lights,  $1.25 

per  mo.     Wiring  and  renewals  free. 
Arc  lights,  6  night*  per  week,  $100.00  each  per  year;  4 

nights,  $75  00;  3  nights,  $70.00.    Incandescent  lights,  1 

cent  per  hour  used,  for  16  c.  p  lamp.     Wiring,  arc,  free, 

incandescent,  at  cost;  renewals  50  cents  each. 
Arc  lights,  $6.25  per  mo.    Incandescent  lights,  by  contract, 

50  cents  to  $1.00  per  mo.;  by  meter,  1  cent  per  hour. 

Wiring  and  renewals  free. 
Arc  lights,  $70  00  per  year.    Incandescent  lights,  $10.00 

per  year  until  10  p.m.  ;  20  cents  per  1,000  watt  hours  by 

meter. 
Arc  lights,  3  nights  per  week.  $6.00  per  lamp  per  mo.  6 

nights,  $8.00;  7  nights,  $10.00. 

Incandescent  lights.  Stores,  20  c.  p.,  $9  00  per  year  till 
10  p.m.;  $11.00  till  12  p.m.;  32  c.  p.,  $18.00  till  10  p.m  ; 
$22.00  till  12  pm.;  65  c.  p.,  $38.00  till  10  p.m.;  $42  00 
till  12  p.m.  Ten  per  cent,  advance  for  7  days  of  the  week. 
Meter  rates,  residences,  20  cents  per  1,000  watt  hours; 
halls  and  churches,  30  cents.  Wiring  at  cost;  renewals 
free. 

Incandescent  lights,  $10.00  per  lamp  per  year;  5  per  cent, 
discount  for  all  lamps  when  number  is  5  or  more.  In 
houses,  for  hall  light,  $7.50  per  year;  balance  of  house 
graduated  to  this.     Wiring  and  renewals  at  cost. 

Arc  lights,  $75.00  per  year.  Incandescent  lights  until  10 
o'clock,  $10.00  per  year;  by  meter,  20  and  30  cents  per 
1,000  watt  hours.  Wiring,  $2.50  per  light  for  open 
work;  $4.50  concealed  work.  Renewals  75  cents  each. 
Arc  lights,  50  cents  per  lamp  per  night  until  midnight. 
Incandescent  lights,  $1.00  per  lamp  per  mo.  Wiring, 
$1.00  per  light. 

Arc  lights,  $7  50  to  $11.00  per  lamp  per  mo.  Incandescent 
lamps,  $1  00  to  $1.25  per  lamp  per  mo. ;  by  meter  1^  cents 
per  lamp  hour.    Renewals  free. 

Arc  lights,  $10.00  per  mo.  Incandescent  lights,  $1.00  per 
mo.  for  16  c.  p.  lamps.  Lamps  and  renewals  for  com- 
mercial lights  free.  Private  residences,  first  lamps  free, 
afterwards  a  charge. 

Arc  lights,  every  night,  1  light,  $8.50  per  mo. ;  2  or  more 
lights,  $7.50  each;  3  nights  per  week,  1  light,  $7.50  per 
mo. ;  2  or  more  lights,  $5.00  each.  Incandescent  lights, 
16  c.  p.,  3  nights  per  week  until  6  p.m.,  $10.00  per  year; 
6  nights  until  9  p.m.,  $12.00;  until  11  p.m.,  $13.50;  until 
12  p.m.,  $15.00.    Wiring  and  renewals  free. 

Incandescent  lights,  $10.00  per  lamp  per  year.  Wiring 
and  renewals  at  cost. 

Arc  lights,  outside,  April  to  October,  $6.67  per  lamp  per 
mo.;  October  to  April,  $10.00.  Inside  use,  April  to 
October.  1  lamp  6  or  7  nights  per  week,  $8  00  per 
mo.;  2  lamps  6  or  7  nigbts  per  week,  $14.50;  3  lamps 
6  or  7  nights  per  week,  $20  50;  4  lamps  6  or  7  nights 
per  week,  $25.50.     For  4  nights  per  week,  1  lamp  $6.00  ; 

2  lamps,  $10.75;  3  lamps,  $16.00;  4  lamps,  $20.00. 
For  3  nights  per  week,  1  lamp,  $5.50;   2  lamps,  $10  00; 

3  lamps,  $15  00;  4  lamps,  $1800.  From  October  to 
April,  6  or  7  nights  per  week,  1  lamp,  $12.00;  2 
lamps,    $21.50;    3    lamps,    $30.50;    4    lamps,    $38.50. 

4  nights  per  week,  1  lamp;  $9.75;  2  lamps,  $17.00;  3 
lamps,  $24.00;  4  lamps,  $31.00.  3  nights  per  week,  1 
lamp,  $9.50;  2  lamps,  $15.00;  3  lamps,  $22.50;  4  lamps, 
$28.00.  Transient  lights,  75  cents  per  light  per  night. 
Incandescent  lights  by  meter  1^  cents  per  lamp  hour.   On 
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Milford,     . 

Millbury,  . 

Milton,      •. 
Nantucket, 

Natick,     . 


New  Bedford, 


Newburyport, 


Newton, 


North  Adams,  . 


Northampton, 


North  Attleborough, 


North  Shore  (Revere) , 


contract,  16  c.  p.  lamps  burning  all  night,  $2.50  per  lamp 
per  mo,  until  11  p.m.,  $1.25,  until  9  p.m.,  $1.00.  If 
burnt  4  evenings  per  \veek,  $1.00  per  mo.;  3  evenings, 
90  cents  Wiring  at  cost ;  renewals  free.  Factory  light- 
ing, from  4  to  6  p  it'.,  50  cents  per  lamp  per  mo. 

Incandescent  lights,  50  cents  per  candle  per  year.  Wiring, 
$2  25,  open ;  $4  50  concealed.    Renewals  free. 

Incandescent  lights,  1  cent  per  hour  for  each  16  c.  p.  lamp. 
Wiring  at  cost ;  renewals  according  to  contract. 

Arc  lights,  1  light,  $8 .00,  2  lights,  $7.00,  3  lights,  $6.00 
each  per  month.  Incandescent  lights,  first  three,  $1.20 
per  mo.  each;  second  three,  $1,00;  third  three,  -80 
cents ;  fourth  three,  60  cents ;  additional  lamps,  50  cents 
each.     Wiring  and  renewals  free. 

Arc  lights,  about  5  cents  per  hour,  and  rent  of  lamp  at 
$10  00  per  year.  Incandescent  lights,  1  cent  per  16  c.  p. 
lamp  hour.  Discounts,  bdls  $8.00  per  month  and  under, 
5  per  cent. ;  $8.00  to  $16  00,  10  per  cent. ;  $16  00  to  $20  00, 
15  per  cent. ;  over  $20.00,  25  per  cent.  Wiring,  by  con- 
tract.   Lamps  and  renewals,  free. 

Arc  lights,  4  to  7  nights  per  week,  1  light,  $10.00  per  mo. ; 
2  lights,  $9.00  each ;  3  or  more  $8.00  each ;  1  to  3  nights 
per  week,  1  light,  $7.00  per  mo.;  2  lights,  $6.25  each;  3 
or  more,  $5.67  each.  Series  incandescent  lights,  65  c.  p., 
4  to  7  nights  per  week,  1  light,  $5.00  per  mo. ;  2  lights 
$4.75  each;  3  lights,  $4.50  each;  4  lights.  $4.25  each;  5 
or  more,  $4  00  each.  1  to  3  nights  per  week,  1  light 
$3.50  per  mo. ;  2  lights,  $3.37-i  each  ;  3  lights,  $3.25  each  ; 
4  lights,  $3.12.^  each;  5  lights.  $3.00  each;  6  or  more, 
$2.83£  each.  Direct  current  incandescent,  20  c.  p.  lamp, 
4  to  7  nights  per  week,  $1.25  each  per  mo. ;  1  to  3  nights 
per  week,  $1.00 ;  32  c.  p.  lamp,  4  to  7  nights,  $2.00  each 
per  mo. ;  1  to  3  nights  per  week,  $1.60.  Discount  of  5 
per  cent,  on  all  bills  paid  before  the  10th  of  the  month. 

Incandescent  lights,  1  cent  per  hour  for  16  c.  p.  lamp ;  by 
meter,  25  cents  per  1,000  watt  hours.  Discount  of  10  per 
cent,  if  consumption  equals  100,000  feet  of  gas  per  year. 
Renewals  at  customers'  expense. 

Arc  lights,  single  lamp,  40  cents  per  night;  2  lamps,  36 
cents  each ;  3  at  34  cents  each  ;  4  at  33  cents  each ;  5  at  32 
cents  each.  Incandescent  lights,  $1  00  per  mo.  for  6 
nights  per  week  ;  83^  cents  per  mo  for  4  nights  per  week. 
Wiring  and  renewals  free. 

Arc  lights,  $75.00  per  year  every  night  till  10  p.m.  ;  $100.00 
till  midnight;  $60.00  for  one  night  a  week  till  10  p.m. 
Incandescent  lamps,  16  c  p.  used  2  nights  per  week  until 
10  p.m.  and  4  nights  until  6  p.m.,  $8.00  each  per  year;  6 
nights  until  9  p.m.,  $10.00;  until  10  p  m.,  $12.00;  until  11 
p.m.,  $14.00;  until  midnight,  $16.00;  7  nights  until  10 
p.m.,  $13.00 ;  until  11  p.m. ,'$15  00 ;  until  midnight,  $17.00 ; 
all  night,  $20.00.  By  meter,  1  cent  a  lamp  hour.  Wiring 
and  lamps  on  meter  at  consumers'  cost;  other  lamp 
renewals  free. 

Arc  lights,  $8  00  per  lamp  per  mo.,  6  nights  per  week ; 
$10  00,  every  night.  Incandescent  20  c.  p.  lamps,  $1.25; 
25  c.  p.,  $1.50;  32  c.  p.,  $2.00;  50  c.  p.,  $3.00:  65  c.  p., 
$4.00  each  per  month.    Renewals  free. 

Arc  lights,  $80.00  per  year.  Summer  rates,, 55  cents  per 
night  per  light.  Incandescent  lights,  $10  00  per  year  until 
10  p.m.  ;  by  meter,  20  and  30  cents  pur  1,000  watt  hours. 
Wiring,  $2.50  per  lamp,  open  work ;  $4.50,  concealed 
work.  Renewals,  80  cents  each,  with  rebate  of  5  cents 
for  old  lamps. 
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Orange, 


Palmer,     .        . 


Pittsfield, 


Plymouth, 
Quincy,     . 

Salem, 

Somerville, 
Southbridge, 


South  Hadley  Falls,   -j 


Spencer,     . 
Stoughton, 

Suburban  (Boston),. 
Taunton,   .        .        . 


Union  (Franklin), 


Incandescent  lights,  16  c.  p.,  4  nights  a  week,  $9.00  a  year; 

6  or  7  nights  a  week,  $10.00  a  year;  20  c.  p.,  4  nights  a 

week,  $  10.00  a  year ;  6  or  7  nights  a  week,  $12.00  a  year. 

Wiring  at  cost.    A  charge  for  renewals. 
Arc  lights,  $80.00  per  year.  Incandescent  lights,  $10.00  per 

year  till  10  p.m.      Stores,   wiring  and  renewals   free; 

houses,  wiring  at  cost,  renewals  75  cents  each. 

Arc  lights,  until  6  p.m.,  3  nights  per  week  and  until  9  p.  m. 
3  nights,  1  lamp,  $84.00  per  year,  2  or  more  lamps, 
$72.00;  same  service  as  above  from  April  1st  to  Septem- 
ber 1st,  1  lamp,  $25.00,  2  lamps,  $24.00;  from  September 
1st  to  April  1st,  1  lamp,  $65.00,  2  lamps,  $60.00.     Until 

9  p.m.  six  nights  a  week,  1  lamp  $120.00  per  year,  2 
lamps  $108.00.  Same  service  from  April  1st  to  September 
1st,  1  lamp  $40.00,  2  or  more  lamps  $36.00 ;  September 
1st  to  April  1st,  1  lamp  $84.00,  2  lamps,  $76.00.  Incan- 
descent lights,  by  meter,  250  ampere  hours  or  less,  1  2-10 
cents  per  hour;  250  to  500,  1  1-10  cents;  500  to  1,500,  1 
cent;  1,500  to  2,500,  9-10  cents  ;  2,500 to 3,500,  8-10  cents; 
3,500  or  more,  7-10  cents. 

Arc  lights,  30  cents  per  lamp  per  night.  Incandescent 
lights,  80  and  90  cents  per  month;  by  meter,  20  and  30 
cents  per  1,000  watt  hours.  Wiring  and  renewals  at  cost. 

Incandescent  lights,  $1.00  per  mo.,  16  c.  p.  lamp.  Original 
outfit  of  lamps  free.  Renewals  for  stores  furnished  by 
company ;  houses,  by  consumers. 

Arc  lights,  every  evening  except  Sunday,  $12.00  per  month; 
3  nights  a  week,  $10.00  Incandescent  lights,  16  c.  p., 
6  evenings  a  week  until  10.30  p.m.,  $1.00  and  renewals; 
3  evenings,  87  cents ;  1  evening,  75  cents  per  month. 
Meter  rates  1  cent  per  hour.  Special  rates  in  many 
cases.    Exposed  wiring,  free.    Renewals,  60  cents  each. 

Arc  lights,  $125.00  per  year  for  drug  stores,  $80.00  for 
grocery  stores.  Incandescent  lights,  1  cent  per  hour,  16 
c.  p.  lamps. 

Arc  lights,  single  lamp,  $80.00  per  year  for  drug  stores, 
$70.00  elsewhere;  2  lamps,  10  per  cent,  discount;  3, 
15  per  cent,  discount.  Incandescent  lights,  $10.00  per 
year  for  one  16  c.  p.  lamp,  $50.00  for  six.  Wiling,  com- 
mercial free.    Domestic  by  contract.    All  renewals  free. 

Incandescent  lights,  6  nights  per  week  till  6.30  p.m.,  $6.00 
per  year ;  till  6.30  p.m.  ordinarily  and  till  10  p.m.  2  nights 
per  week,  $7.20;  till  6.30  p.m.  ordinarily  and  till  10  p.m. 
3  nights  per  week,  $7.80 ;  till  6  30  p.m.  ordinarily  and  till 

10  p.m.  4  nights  per  week,  $8.40;  till  9  p.m.  6  nights  per 
week,  $8.40;  till  10  p.m.  6  nights  per  week,  $10^00;  till 

11  p.m.  6  nights,  $11.00.  Prices  for  16  c.  p.  lamps.  Dis- 
count of  5  per  cent,  on  bills  paid  within  5  days.  Wiring 
and  lamp  renewals  at  cost. 

Arc  lights,  30  7-20  cents  per  night. 

Arc  lights,  $60.00  per  year. 

Arc  lights, one,  50  cents  per  night;  more  than  one, 45  cents 

each.      Incandescent    lights,  1    cent  per  ampere  hour. 

Renewals  free. 

Arc  lights,  $8.00  per  mo.  Incandescent  lights,  $1.00  per 
mo. 

Arc  lights,  single  lamp,  4  nights  per  week  till  10  p.m.,  $60.00 
per  year;  till  12  p.m.,  $75.00;  every  night  (except  Sun- 
day) till  10  p.m.,  $75.00  per  year;  till  12  p.m.,  $90  00. 
Incandescent  lights,  single  lamp  16  c.  p.,  every  night  till 
10  p.m  ,  $10.00  per  year;  till  12  p.m.,  $12.00;  till  day- 
light, $18.00;  20  c.  p.  till  10  p.m.,  $12.00  per  year;  till 
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NAME  OF  COMPANY. 


Price  for  Commercial  Lights. 


Union  (Franklin), 


United  (Springfield), 


Uxbridge  and  North- 
bridge,   . 


Waltham, 


Walworth   (Boston) , 
Ware, 

Webster,    . 
Westborough,  . 


12  p.m.,  $15.00;  till  daylight,  $21 .00.  Above  20  c.  p. 
special  rates.  By  meter,  20  cents  per  1,000  watt  hours.  . 
Wiring  and  renewals  at  cost. 
Arc  lights,  35  cents  to  70  cents  per  lamp  per  night.  Incan- 
descent lights.  Rates  per  lamp  per  year  fur  domestic 
lighting:  1st  lamp,  $9.00;  2d,  $8.00;  3d,  $7.00;  4tb, 
$6.00;  5th,  $5.00;  6th,  $4.00;  7th  and  all  others,  $3.00. 
Rates  per  lamp  per  year  for  business  lighting  until  6 
p.m.  ordinarily  and  10  p.m.  I  night  per  week :  10  c.  p. 
lamps,  $">.50  each;  16  c.  p.,  $7.00;  25  c.  p.,  $9.25;  50 
c.  p.,  $17  50 ;  100  c.  p.,  $33.50  ;  150  c.  p.,  $49.00.  Until  6 
p.m.  ordinarily  and  10  p.m.  2  nights  per  week :  10  c.  p. 
lamps,  $6  50  each;  16  c.  p.,  $8.00;  25  c.  p.,  $10.75;  50 
c.  p.,  $20.00;  100  c.  p.,  $38.50;  150  c.  p.,  $56.00.  Until  6 
p.m.  ordinarily  and  10  p.m.  3  nights  per  week:  10  c  p. 
lamps,  $7  50  each;  16  c  p.,  $9.00;  25  c.  p,  $12.00;  50 
c.  p  ,  $22.50;  100  c.  p.,  $43  25;  150  c.  p.,  $60.00.  Until 
8  p.m.  ordinarily  and  12  p.m  1  night  per  week  :  10  c.  p. 
lamps,  $8.00  each;  16  c.  p.,  $10.00;  25  c.  p  ,  $13.25;  50 
c.  p.,  $25.00;  100  c.  p.,  $48.00;  150  c.  p.,  $70.00.  Until 
10  p.m  every  night:  10  c.  p.  lamps,  $9.00  each  ;  16  c.  p  , 
$11.00;  25  c.  p.,  $14.75;  50  c.  p.,  $27.50;  100  c.  p., 
$52.75;  150  c.  p.,  $77  00.  Until  12  p.m.  every  night:  10 
c  p  lamps,  $10.00  each;  16  c.  p.,  $12.00;  25  c.  p., 
$16.00;  50  c.  p  ,  $30.00;  100  c.  p.,  $57.50;  150  c.  p, 
$84.00.  All  night  and  every  night:  10  c.  p.  lamps,  $13.00 
each;  16  c.  p.,  $16  00;  25  c.  p.,  $21.25;  50  c.  p.,  $10.00; 
100  c.  p.,  $76.75;  150  c  p.,  $112.00.  Lamps  and  renewals 
free.    Interior  wiring  at  cost. 

Incandescent  lights,  1  cent  per  hour,  16  c.  p.  lamps  by 
meter.     Wiring,  $2.00  per  light  open,  $3.00  concealed. 

Arc  lights,  6  or  7  nights  per  week  till  12  p.m.,  1  light,  $12  50 
per  mo.;  2  lights,  $11.87-i;  3  lights,  $11.25;  4  lights, 
$10.62£;  5  lights.  $10.00;  4  or  5  nights  per  week,  1  light, 
$10.00;  2  lights,  $9.50;  3  lights,  $9.00;  4  lights,  $8.50;  5 
lights,  $8.00  each.  Discount  20  per  cent,  from  above 
prices  if  paid  on  or  before  the  15th  of  the  month.  Incan- 
descent lights,  20  c.  p.,  6  or  7  nights  per  week,  $1.35  per 
mo.;  5  nights  per  week.  $1.30  each;  4  nights  per  week, 
$1.25  each.  Discount  35  cents  per  light  if  paid  on  or 
before  the  loth  of  the  month.  32  c.  p.,  6  or  7  ni»hts  per 
week,  1  light,  $2.75;  2  lights,  $2.62;  3  lights,  $2  48;  4 
lights,  $2.34;  5  lights,  $2.20;  4  or  5  nights  per  week,  I 
light,  $2.50;  2  lights,  $2  38;  3  lights,  $2.25;  4  lights, 
$2.12;  5  lights,  $2  00  each;  65  c.  p.,  6  or  7  nights  per 
week,  1  light,  $5.00;  2  lights,  $4.75;  3  lights,  $4.50;  4 
lights,  $4.25 ;  5  lights,  $4.00 ;  4  or  5  nights  per  week,  1 
light,  $4.50;  2  lights,  $4.28;  3  lights,  $1.05;  4  lights, 
$3  83 ;  5  lights,  $3.60  each.  Discount  10  per  cent  from 
these  prices  if  paid  on  or  before  the  loth  of  the  month. 
Inside  wiring  and  lamp  renewals  at  expense  of  consumer. 

Arc  lights,  50  cents  per  day.  Incandescent  lights,  1  cent 
per  hour,  or  $20.00  per  year.    Lamp  renewals  free. 

Arc  lights,  $6  25  per  mo.  Incandescent  lights,  6  nights 
per  week  until  10  p.m  ,  $1.00  per  mo.;  until  9  p.m.,  83 
cents  per  mo.;  3  nights  per  week  until  10  p.m.,  67  cents 
per  mo. ;  by  meter,  20  cents  per  1,000  watt  hours.  Wiring 
and  renewals  at  cost. 

Arc  lights,  $80.00  per  lamp  per  year.  Incandescent  lights, 
1  light  until  12  p.m.,  $10.00  per  year;  5  lights,  5  per  cent, 
off;  10  lights  or  more,  10  per  cent.  off.  Wiring,  stores, 
free;  houses  at  cost;  renewals  free. 

Arc  lights,  $80  00  per  year.  Incandescent  lights,  $7.50  per 
year  for  16  c.  p.  lamp ;  $9.00  for  20  c.  p.  lamp.  Wiring 
at  cost ;  renewals  75  cents  each. 
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NAME  OF  COMPANY. 


Price  for  Commercial  Lights. 


Westfield, 


Weymouth, 


Whitman, 


Winchendon, 


Wobum,   . 


Worcester, 


Arc  lights,  $100.00  per  year  payable  monthly.  A  discount 
of  10  per  cent,  is  made  for  each  week-day  night  on  which 
the  lamp  is  not  burned  after  6  p.m.  Iricandesci  nt  lights, 
for  1  16  c.  p.  lamp  every  njght  until  11  p.m.,  $1.25  per 
mo.;  every  night  except  Sunday  until  li  p.m,  $1.15; 
5  nights  until  9  p.m.,  1  night  until  11  p.m.,  $1.00; 
4  nights  until  8  p.m  ,  2  nights  until  11  p.m.,  85 
cent:?;  3  nights  until  6  p.m.,  2  nights  until  9  p.m., 
1  night  until  11  p.m  ,  70  cents  per  mo. ;  10  c.  p.  lamps,  25 
per  cent,  less  than  above  rates ;  20  c.  p.  lamps,  20  per 
cent,  more  than  above  rates.  Exposed  wiring  free ; 
lamps  and  renewals  at  cost. 

Incandescent  lights,  16  c.  p.  lamps,  7  nisrlits  per  week, 
$10.00  per  year ;  6  nishts,  $9.50  ;  5  nights,'  $9.00  ;  4  nights, 
$8  50.  Wiring,  $3  00  per  light  for  concealed  work; 
renewals,  16  c.  p.  lamps,  65  cents  each,  with  rebate  of  5 
cents  for  lamp  bases. 

Arc  lights,  4  nights  per  week  until  10  p.m., 860.00  per  year; 
until  midnight,  $75  00;  6  nights  per  week  until  IOp.m  , 
$75  00;  until  midnight,  $90  00.  Incandescent  lights,  16 
c.  p.,  until  10  p.m.,  $10.00  per  lamp  per  year ;  until  mid- 
night, $12  00  ;  until  day-light,  $18.0U  ;  20  c.  p  lamps  until 
10  p.m.,  $12.00;  until  midnight,  $15.00;  until  day-light, 
$21.00.    Renewals  at  customers'  expense. 

Arc  lights,  4  nights  per  week  until  10  p.m.,  $60.00  per  year ; 
until  midnight,  $75  0U ;  6  nights  per  week  until  10  p.m. 
$75  00;  until  midnight,  $90.00.  Incandescent  lights,  16 
c.  p.,  until  10  p.m.,  $10.00  per  lamp  per  year;  until  mid- 
night, $12  00;  until  day-light,  $18.00.  20  c.  p.  lamps 
until  10  p.m.,  $12.00;  until  midnight,  $15.00;  until  day- 
light, $21.00;  above  20  c.  p.,  special  rates.  By  meter 
for  residences,  20  cents  per  1,000  watt  hours,  in  other 
cases  30  cents  per  1,000  watt  hours.  Meter  rental,  25 
light  meter,  $2.00  per  year;  50  light,  $2  50;  100  light, 
$4.00.  Wiring  at  cost.  Lamp  renewals,  75  cents  each. 
No  contracts  made  for  less  than  one  year. 

Arc  lights,  7  nights  per  week,  $9.00  per  mo. ;  6  nights, 
$8.00;  5  nights,  $7.00;  4  or  less,  $6  00.  Incandescent 
lights,  6  or  7  nights  per  week,  $12.U0  per  year;  5  nights, 
$11.00;  4  or  less,  $10.00.  Wiring  at  cost;  renewals 
free. 

Arc  lights,  1  light  for  4  mos  daily,  70  cents;  for  8  mos. 
daily,  and  Saturdays  for  12  mos  ,  60  cents  per  night ;  2 
lights  for  4  mos.  daily,  65  cents  each  per  night;  for  8 
mos.  daily,  and  Saturdays  for  12  mos  ,  55  cents  each  per 
night;  3  lights  for  4  mos.  daily,  60  cents  each  per  night; 
for  8  mos.  daily,  and  Saturdays  for  12  mos.,  50  cents 
each  per  night.  One  or  more  lights  every  night  in  the 
year,  50  cents  each.  Incandescent  lights,  6  nights  per 
week,  until  9  p.m.,  $1.00  per  mo. ;  until  10.30  p.m.,  $1.25 
per  mo.;  until  11.30  p.m.,  $1.50  per  mo.;  7  nights  per 
week,  until  10.30  p.m.,  $1.50  per  mo. ;  until  12  p  m.,  $1.75 
per  mo. ;  all  night,  $2  00  per  mo.    Renewals  free. 


Cases  pending  before  the  Board.  Dec.  31,  1891. 
Appeal  of  the  Lawrence  Gas  Company  from  the  decision  of  the 
selectmen  of  North  Andover,  giving  the  Merrimack  Valley  Horse 
Railroad  Company  the  right  to  erect  poles  and  maintain  electric 
lights  in  the  streets. 
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Appeal  of  the  Braintree  Electric  Company  from  the  consent  of 
the  selectmen  of  Braintree,  allowing  A.  S.  Morrison  &  Brothers 
and  others  to  run  wires  over  certain  streets. 

Appeal  of  the  Boston  Electric  Light  Company  and  the  Edison 
Electric  Illuminating  Company  from  the  decision  of  tbe  aldermen 
of  Boston,  allowing  certain  parties  to  run  wires  over  Summer  Street. 

Appeal  of  the  Marlborough  Gas  Light  Company  from  the  deci- 
sion of  the  selectmen  of  Marlborough,  giving  the  Citizens'  Gas 
Company  permission  to  lay  gas  pipes  in  the  streets. 

Appeal  of  tbe  Randolph  and  Holbrook  Electric  Company  and 
Edward  H.  Galligan  and  others  from  the  decision  of  the  selectmen 
of  Randolph,  permitting  the  Randolph  and  Holbrook  Light  and 
Power  Company  to  erect  poles  in  the  streets. 

Appeal  of  the  Bristol  County  Electric  Company  from  the  decision 
of  the  aldermen  of  Taunton,  refusing  it  permission  to  erect  poles 
and  wires  in  the  streets. 

Appeal  of  P.  H.  Alexander  et  al.  from  the  decision  of  the 
selectmen  of  Peabody,  refusing  permission  to  maintain  poles  and 
wires  in  the  streets. 

Petition  of  the  Natick  Gas  Light  Company  for  authority  to 
supply  electric  light. 

Appeal  of  the  Wakefield  Electric  Light  and  Power  Company 
from  the  decision  of  the  selectmen  of  Wakefield,  refusing  permission 
to  maintain  poles  and  wires  in  the  streets. 

Appeal  of  the  Framingham  Gas,  Fuel  and  Power  Company  from 
the  decision  of  the  selectmen  of  Framingham,  granting  permission 
to  the  Framingham  and  Ashland  Gas  Light  Company  to  dig  up  the 
streets  for  gas  pipes. 

Appeal  of  the  Consumers'  Gas  Company  from  the  action  of  the 
Board  of  Aldermen  and  the  Board  of  Public  Works  of  the  city  of 
New  Bedford,  refusing  to  allow  it  to  dig  up  the  streets  for  gas  pipes. 

JEREMIAH  W.  COVENEY. 
FORREST  E.  BARKER. 

CHARLES  A.  TOWNE. 

Boston,  Jan.  6,  1891. 
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APPENDIX  A 


BALANCE   SHEETS   AND   PROFIT   AND   LOSS 
ACCOUNTS,  JUNE  30,  1891. 

[From  the  returns  made  as  corrected  by  the  Board.] 


ADAMS  ELECTRIC   LIGHT  AND   TOWER   COMPANY. 

ASSET8. 

Real  estate $3,585  48 

Steam  plant, 11,757  96 

Electric  plant _ 6,819  96 

Lines,  meters,  lamps  and  globes, 9,316  37 

Incandescent  installation, 912  48 

Due  for  electric  light  and  power, 1,071  93 

Fuel  on  hand, 63  95 

Carbons  on  hand, 18  00 

Oil  and  waste  on  hand "   .  19  85 

Incandescent  lamps  on  hand, 22  50 

Globes  on  hand, 5  25 

Other  electric  materials  on  hand, 382  15 

Cash  on  hand, 26  31 

Total  assets,  as  per  books  of  the  company, $34,002  19 

Profit  and  loss  balance, 2,105  23 

$36,107  42 
Liabilities. 

Capital  stock, $8,500  00 

Notes  payable 9,875  00 

Unpaid  bills, .  17,732  42 

Total  liabilities,  as  per  books  of  the  company,         ....  $36,10742 

Profit  and  Loss  Account. 

De.  Ck. 

Balance  June  30,  1890, $1,396  34 

Balance  of  electric  manufacturing  account,     .        .        .  145  36 

Interest  paid, 463  53 

Balance  June  30,  1891, $2,105  23 

$2,105  23  $2,105  23 
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ADAMS  GAS   LIGHT  COMPANY. 

Assets. 

Real  estate $20,005  60 

Machinery  and  manufacturing  appliances, 6,002  05 

Meters, 1,350  74 

Due  for  gas, 401  95 

Gas  coal  on  hand, 816  08 

Tar  on  hand, 350  00 

Enrichers  on  hand 212  50 

Gas  fixtures  on  hand, 478  82 

Sundry  accounts  due  the  company, 7,128  29 

Office  furniture 300  75 

Cash  on  hand, 658  85 

Total  assets,  as  per  books  of  the  company, $37,705  63 

Liabilities. 

Capital  stock, $17,300  00 

Unpaid  bills 17  39 

Total  liabilities,  as  per  books  of  the  company,         ....  $17,31739 

Profit  and  loss  balance, 20,388  24 

$37,705  63 
Profit  and  Loss  Account. 

Dr.  Ck. 

Balance  June  30,  1890 $21,08174 

Balance  of  gas  manufacturing  account,    ....  5,17651 

Dividends  declared, $3,460  00 

Rebate  to  manufacturers  who  are  stockholders,      .        .  2,410  01 

Balance  June  30,  1891, 20,388  24 


$26,258  25      $26,258  25 


AMESBURY  ELECTRIC  LIGHT. 
(See  Electric  Light  and  Patent  Flooring  Company.) 


AMESBURY  AND    SALISBURY   GAS   COMPANY. 

Assets. 

Real  estate, $4,875  98 

Machinery  and  manufacturing  appliances, 40,255  50 

Street  mains 16,250  00 

Meters, 1,663  31 

Due  for  gas, 639  90 

Gas  coal  on  hand 1,000  00 

Enrichers  on  hand, 240  00 

Purifying  materials  on  hand 25  00 

Office  furniture 80  00 

Cash  on  hand, .  1,81529 

Total  assets,  as  per  books  of  the  company, $66,844  98 
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Liabilities. 
Capital  stock, $60,000  00 


Total  liabilities,  as  per  books  of  the  company,          ....  $60,000  00 

Profit  and  loss  balance, 6,844  98 

$66,844  98 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $5,400  42 

Balance  of  gas  manufacturing  account,   ....  3,289  56 

Other  items  of  income, 555  00 

Dividends  declared, $2,400  00 

Balance  June  30,  1891 6,844  98 


AMHERST   GAS   COMPANY. 

Assets. 


(gas) ,  J 


),244  98        $9,244  98 


,978  18 


Real  estate  (gas) , 

Machinery  and  manufacturing  appliances 

Street  mains  (gas), 6,615  77 

Meters  (gas), 1,448  49 

Due  for  gas, 669  15 

Coke  on  hand 98  45 

Enrichers  on  hand 370  80 

Real  estate  (electric), 1.298  77 

Steam  plant  (electric),       .        .   ~j 

Electric  plant I 31,598  32 

Lines,  meters,  lamps  and  globes,  J 

Due  fur  electric  light  and  power, 668  21 

Fuel  on  hand  (electric  light), 80  93 

Oil  and  waste  on  hand, 86  69 

Incandescent  lamps  on  hand, 178  25 

Other  electric  materials  on  hand, 1,102  40 

Sundry  accounts  due  the  company, 686  16 

Office  furniture, 55  15 

Cash  on  hand, 175  32 


Total  assets,  as  per  books  of  the  company, $53,11104 

Liabilities. 

Capital  stock, $25,000  00 

Bonds  issued, 18,500  00 

Unpaid  bills, 935  96 

Interest  due  but  not  paid, 462  50 


Total  liabilities,  as  per  books  of  the  company,         ....      $44,898  46 
Profit  and  loss  balance, 8,212  58 

$53,111  04 
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Profit  and  Loss  Account. 

Balance  June  30,  1890, 

Balance  of  gas  manufacturing  accouut,  . 
Balance  of  electric  manufacturing  account, 

Interest  paid, 

Other  items, 

Balance  June  30,  1891 

$9,067  20        $9,067  20 


Dr. 

Cr. 

$6,765  27 

2,037  39 

264  54 

$846  14 

8  48 

8,212  58 

ANDOVER  ELECTRIC   COMPANY.     (See  at  end.) 


ARLINGTON  GAS  LIGHT   COMPANY. 

Assets. 

Real  estate, $1,000  00 

Machinery  and  manufacturing  appliances, 35,000  00 

Street  mains 34,000  00 

Due  for  gas 3,265  49 

Gas  coal  on  hand, 4,586  95 

Cash  on  hand, 2,634  31 

Total  assets,  as  per  books  of  the  company, $80,486  75 

Liabilities. 

Capital  stock $70,000  00 

Unpaid  bills, 708  00 

Amounts  due  from  the  company,  not  included  above,    ....  2,887  65 

Total  liabilities,  as  per  books  of  the  company,          ....  $73,595  65 

Profit  and  loss  balance, 6,891  10 

$80,486  75 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $6,500  73 

Balance  of  gas  manufacturing  account 5,144  16 

Dividends  declared $4,200  00 

Construction  charged  off, 553  79 

Ralance  June  30,  1891, 6,891  10 

$11,644  89  $11,644  89 


ATTLEBOROUGH   GAS   LIGHT  COMPANY. 

Assets. 

'Real  estate $12,136  05 

Machinery  and  manufacturing  appliances, 24,551  84 

Street  mains, 10,979  00 

Meters, 1,958  05 

Due  for  gas 1,804  62 

Gas  coal  on  hand, 3,059  10 

Coke  on  hand 160  00 

Tar  on  hand, 157  89 

Purifying  materials  on  hand, 11  00 

Other  gas  materials  on  hand, 359  73 

Stoves  on  hand, 269  90 

Sundry  accounts  due  the  company, 32  48 

Office  furniture, 131  20 

Cash  on  hand, 702  70 

Total  assets,  as  per  books  of  the  company, $56,313  56 
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Liabilities. 

Capital  stock, $46,400  00 

Unpaid  bills, 8  23 

Total  liabilities,  as  per  books  of  the  company,        ....  $ 46,408  23 

Profit  and  loss  balance, 9,905  33 


Profit  and  Loss  Account. 

Balance  June  30,  1890, 

Balance  of  gas  manufacturing  account,    .... 

Dividends  declared, 

Depreciation, 

Balance  June  30,  1891, 


$56,313  56 

Dr. 

Cr. 

$6,781  67 

7,835  66 

$4,640  00 

72  00 

9,905  33 

$14,617  33      $14,317  33 


BAY   STATE   GAS   COMPANY. 
Assets. 

Real  estate, ") 

Machinery  and  manufacturing  appliances,  {  »<n-nnM  nn 

Street  mams, [ 

Meters, J 

Due  for  gas, 34,846  00 

Gas  coal  on  hand 20,945  17 

Coke  on  hand 65  86 

Tar  on  hand, 130  00 

Enrichers  on  hand 17,702  49 

Purifying  materials  on  hand, 1,755  12 

Other  gas  materials  on  hand, 959  81 

Gas  on  hand, 974  00 

Works  improvement, 66,147  93 

Horses,  wagons,  etc., 790  50 

Sundry  accounts  due  the  company, 35  88 

Cash  on  hand, 2,379  34 

Notes  receivable 9,000  00 

Investments, 25,000  00 


Total  assets,  as  per  books  of  the  company, 


$5,130,732  10 


Liabilities. 

Capital  stock, $500,000  00 

Notes  payable, 4,512,000  00 

Unpaid  bills, 85,024  40 

Amounts  due  from  the  company,  not  included  above,     ....  4,674  22 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


.$5,101,698  62 
29,033  48 

$5,130,732  10 
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Profit  and  Loss  Account. 

Dr. 

Balance  June  30,  1890, 

Balance  of  gas  manufacturing  account,    .... 

Tar 

Interest  received, 

Mains, 

Refunded  by  contractor, 

Dividends  declared $50,000  00 

Interest  paid 423,494  78 

Balance  June  30,  1891,       .......  29,033  48 


Cr. 

$20,975  33 

345,936  20 

9,471  73 

875  00 

100,000  00 

25,000  00 


$502,528  26    $502,528  26 


BEVERLY   GAS  LIGHT  COMPANY. 

Assets. 

Real  estate $23,000  00 

Machinery  and  manufacturing  appliances  (gas), 8,207  84 

Street  mains  (gas), 14,079  50 

Meters  (gas) 3,706  90 

Due  for  gas 3,410  76 

Gas  coal  on  hand, 1,580  00 

Coke  on  hand 4  80 

Tar  on  hand 20  00 

Enrichers  on  hand, 24  00 

Purifying  materials  on  hand, .  7  00 

Other  gas  materials  on  hand 24  13 

Stoves  on  hand, 323  00 

Gas  fixtures  on  hand, 515  82 

Real  estate  (electiic), 15,986  92 

Steam  plant  (electric) "j 

Electric  plant, } 38,423  36 

Lines,  meters,  lamps  and  globes,      .        .     J 

Due  for  electric  light  and  power, 930  66 

Fuel  on  hand  (electric  light), 17  00 

Carbons  on  hand, 6  00 

Oil  and  waste  on  hand, 40  06 

Incandescent  lamps  on  hand, 29  40 

Globrs  on  hand, 9  50 

Sundiy  accounts  due  the  company, 392  00 

Office  furniture, 382  23 

Cash  on  hand, 844  80 

Investments, 1,000  00 

Total  assets,  as  per  books  of  the  company,       .....  $112,965  68 

Liabilities. 

Capital  stock, $60,000  00 

Special  stock, 11,800  00 

Notes  payable, 19,605  00 

Unpaid  bills,      ............  5,767  42 

Total  liabilities,  as  per  books  of  the  company,         ....  $97,17242 

Profit  and  loss  balance, 15,793  26 

$112,965  68 
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Profit  and  Loss  Account. 

Balance  June  30,  1890, 

Balance  of  gas  manufacturing  account,    .... 
Balance  of  electric  manufacturing  account, 

Interest  received, 

Rents 

Other  items  of  income, 

Dividends  declared, 

Interest  paid, 

Other  items, 

Balance  June  30,  1891, 


Dr. 

Cr. 

$10,629  98 

7,023  46 

2,590  56 

257  98 

84  00 

67  18 

$3,550  00 

1,298  37 

11  53 

15,793  26 

),653  16      $20,653  16 


BLUE   HILL  ELECTRIC   COMPANY   (CANTON). 

Assets. 

Real  estate, $3,742  40 

Steam  plant, 5,428  33 

Electric  plant, 10,077  52 

Lines,  meters,  lamps  and  globes, 16,754  00 

Due  for  electric  light  and  power, 351  81 

Fuel  on  hand 20  40 

Horses,  wagons,  etc., 300  00 

Sundry  accounts  due  the  company, 108  10 

Cash  on  hand, 13  86 

Total  assets,  as  per  books  of  the  company, $36,796  42 

Liabilities. 

Capital  stock, $20,000  00 

Bonds  issued, ,        .  16,000  00 

Unpaid  bills,      .        .                209  25 

Interest  due  but  not  paid, 480  00 

Total  liabilities,  as  per  books  of  the  company, $36,689  25 

Profit  and  loss  balance, 107  17 

$36,796  42 
Profit  and  Loss  Account. 

Dr.  Cr. 
Balance  of  electric  manufacturing  account,     .        .        .             $365  91 

Wiring, •    .        . 

Interest, 480  00 

Balance  June  30,  1891 107  17 

$953  08 


BOSTON  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate $336,786  80 

Steam  plant, 228,510  16 

Electric  plant,    . 299,907  00 
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Lines,  meters,  lamps  and  globes, $744,330  47 

Due  for  electric  light  and  power, 29,017  72 

Fuel  on  hand, 13,549  06 

Carbons  on  hand, 1,063  18 

Oil  and  waste  on  hand, 96  61 

Incandescent  lamps  on  hand, 2,411  83 

Globes  on  hand 1,320  01 

Other  electric  materials  on  hand, 14,598  89 

Motors  on  hand, 1,255  90 

Horses,  wagons,  etc., •        •        •  832  39 

Sundry  accounts  due  the  company, 2,282  06 

Office  furniture 1,661  83 

Cash  on  hand, 10,120  58 


Total  assets,  as  per  books  of  the  company, 


1,687,744  -49 


Liabilities. 

Capital  stock, ,        .        .        .        .$1,076,00000 

Bonds  issued 300,000  00 

Notes  payable, 88,078  62 

Unpaid  bills 28,396  39 

Interest  due  but  not  paid, 6,051  25 

Total  liabilities,  as  per  books  of  the  company,         ....  $1,498,526  26 

Profit  and  loss  balance 189,218  23 

$1,687,744  49 

Profit  and  Loss  Account. 

dr.  Cr. 

Balance  June  30,  1890, $154,806  51 

Balance  of  electric  manufacturing  account,     .        .        .  123,797  86 

Premium  on  bonds  sold, 720  00 

Rents, 3,252  49 

Other  items  of  income, 3,799  58 

Interest  paid '       .  $22,128  21 

Dividends  declared, 62,280  00 

Paid  leased  companies, 12,750  00 

Balance  June  30,  1891 189,218  23 

$286,376  44  $286,376  44 


BOSTON   GAS   LIGHT   COMPANY. 

Assets 


Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters, 

Due  for  gas, 

Gas  coal  on  hand, 

Coke  on  hand,   . 

Tar  on  hand, 

Enrichers  on  hand, 

Purifying  materials  on  hand, 

Other  gas  materials  on  hand, 


51,364,121  42 

3,041,443  19 

1,924,402  27 

378,833  35 

136,194  40 

121,856  42 

14,363  34 

9,525  87 

2,204  05 

699  80 

50,748  42 
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Gas  on  hand, $2,435  52 

Work  in  process  of  construction,  not  completed, 72,293  56 

Sundry  accounts  due  the  company, 172,187  52 

Office  furniture, 475  50 

Cash  on  hand, 142,873  71 

Notes  receivable 25,000  00 

Ammonia, 574  79 

Total  assets,  as  per  books  of  the  company, $7,460,233  13 

Liabilities. 

Capital  stock, $2,500,000  00 

Notes  payable, 150,000  00 

Unpaid  bills, 120,228  19 

Deposits, 24,245  54 

Reserve  and  contingent  fund,  ~)  „„„    „„  , 

~  ....  }■ 296,730  81 

Depreciation  fund,    .        .       j 

Amounts  due  from  the  company,  not  included  above,    ....         12,708  92 

Total  liabilities,  as  per  books  of  the  company,          ....  $3,103,913  46 
Profit  and  loss  balance, 4,356,319  67 

$7,460,233  13 
Profit  and  Loss  Account. 

Dr.  Ce. 

Balance  June  30,  1890 $4,317,097  85 

Balance  of  gas  manufacturing  account,    ....  224,96896 

Bents, 7,466  24 

Dividends  declared $187,500  00 

Interest  paid 5,713  38 

Balance  June  30,  1891, 4,356,319  67 

$4,549,533  05  $4,549,533  05 


BRIDGEWATER  ELECTRIC   COMPANY. 

Assets. 

Real  estate, $2,941  97 

Steam  plant, 3,864  02 

Electric  plant, 5,289  25 

Lines,  meters,  lamps  and  globes 15,878  50 

Due  for  electric  light  and  power, 48  90 

Fuel  on  hand, 25  50 

Carbons  on  hand 49  50 

Oil  and  waste  on  hand, 71  21 

Globes  on  hand, 7  05 

Cash  on  hand 150  79 

Total  assets,  as  per  books  of  the  company, $28,326  69 

Profit  and  loss  balance, 1,945  79 

$30,272  48 

Liabilities. 

Capital  stock $15,000  00 

Notes  payable 9,378  29 

Unpaid  bills, 5,683  55 

Interest  accrued, 210  64 

Total  liabilities,  as  per  books  of  the  company, $30,272  48 
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Profit  and  Loss  Account. 

Balance  June  30,  1890, 

Balance  of  electric  manufacturing  account, 
Error  in  liabilities  returned  June  30,  1890, 

Interest 

Balance  June  30,  1891, 


Dr. 

Cr. 

$1,492  00 

$392  36 

635  51 

210  64 

1,945  79 

$2,338  15 


2,338  15 


BROCKTON   GAS  LIGHT   COMPANY. 

Assets. 

Real  estate, $49,000  00 

Machinery  and  manufacturing  appliances,  "> 

„,                                                                          )*......  109,039  14 

Street  mains, j 

Meters, 3,021  99 

Due  for  gas, 3,500  38 

Gas  coal  on  hand,                     „ 2,494  37 

Coke  on  hand 119  00 

Tar  on  hand, 1  38 

Enrichers  on  hand 2  00 

Purifying  materials  on  hand, 80  00 

Other  gas  materials  on  hand, 2,060  82 

Stoves  on  hand, 721  99 

Gas  fixtures  on  hand, 74  35 

Gas  on  hand, 27  50 

Gas  lamps 2,803  40 

Horses,  wagons,  etc., 484  90 

Sundry  accounts  due  the  company, 1,208  75 

Office  furniture, 164  15 

Cash  on  hand, 1,037  50 

Investments, 17,339  67 

Total  assets,  as  per  books  of  the  company, $193,181  29 

Profit  and  loss  balance, 32,991  67 

$226,172  96 
Liabilities. 

Capital  stock $100,000  00 

Bonds  issued 100,000  00 

Notes  payable 12,000  00 

Unpaid  bills 14,172  96 

$226,172  96 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890 $20,178  87 

Balance  of  gas  manufacturing  account $14,975  97 

Rents, 275  00 

Other  items  of  income 340  05 

Dividends  declared, 7,000  00 

Interest  paid, I  5,844  01 

Cancellation  of  lease, 15,000  00 

Depreciation 559  81 

Balance  June  30,  1891, 32,991  67 

$18,582  69  $48,582  69 
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BROOKLINE   GAS   LIGHT   COMPANY. 

Assets. 

Real  estate  (gas), $  194,948  83 

Machinery  and  manufacturing  appliances  (gas), 7,838  66 

Street  mains  (gas) 208,300  65 

Meters  (gas), 14,525  62 

Due  for  gas 19,593  74 

Gas  coal  on  hand, 20,229  20 

Tar  on  hand, 360  00 

Enrichers  on  hand 1,071  00 

Purifying  materials  on  hand, 165  60 

Other  gas  materials  on  hand 16,673  48 

New  works 42,675  98 

Steam  plant  (electric), 18,222  67 

Electric  plant 64,182  10 

Lines,  meters,  lamps  and  globes, 58,325  36 

Due  for  electric  light  and  power,      ........  5,415  52 

Carbons  on  hand, 582  20 

Oil  and  waste  on  hand 85  50 

Incandescent  lamps  on  hand, 924  12 

Globes  on  hand, 28  80 

Horses,  wagons,  etc., 1,206  00 

Sundry  accounts  due  the  company, 572  74 

Office  furniture 549  00 

Cash  on  hand, 215,26980 

Investments 6,000  00 

Total  assets,  as  per  books  of  the  company, $897,746  57 

• 

Liabilities. 

Capital  stock, $500,000  00 

Bonds  issued 350,000  00 

Unpaid  bills 1,764  37 

Deposits, 405  00 

Total  liabilities,  as  per  books  of  the  company, $852,169  37 

Profit  and  loss  balance, 45,577  20 

$897,746  57 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $28,188  55 

Balance  of  gas  manufacturing  account,    ....  39,647  08 

Balance  of  electric  manufacturing  account,      .        .        .  1,005  32 

Interest  received, 1,860  48 

Rents 162  00 

Premium  on  sale  of  bonds  and  stock,       ....  12,896  63 

Dividends  declared $31,500  00 

Interest  paid, 5,231  97 

Other  items,       .........  1,45089 

Balance  June  30,  1891, 45,577  20 

$83,760  06  $83,760  06 

CAMBRIDGE   ELECTRIC  LIGHT   COMPANY. 

Assets. 

Real  estate, $69,294  58 

Steam  plant 91,597  33 

Electric  plant, 85,326.  11 
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Lines,  meters,  lamps  and  globes, $97,690  92 

Franchise 15,000  00 

Due  for  electric  light  and  power, 6,575  00 

Sundry  accounts  due  the  company, 16,904  43 

Cash  on  hand, 2,669  68 

Total  assets,  as  per  books  of  the  company $391,697  47 

Liabilities. 

Capital  stock, $200,000  00 

Bonds  issued, 140,000  00 

Notes  payable, 15,878  50 

Unpaid  bills, 16,227  49 

Reserve  fund, 10,000  00 

Total  liabilities,  as  per  books  of  the  company, $382,105  99 

Profit  and  loss  balance, 9,585  48 

$391,691  47 
Profit  and  Loss  Account. 

Dr.  Ce. 

Balance  June  30,  1890, $6,400  63 

Balance  of  eleciric  manufacturing  account,      .        .        .  36,188  53 

Dividends  declared, $12,000  00 

Interest  paid, 9,506  05 

Construction  charged  off, 1,497  63 

Reserve  fund 10,000  00 

Balance  June  30,  1891 9,585  48 

$42,589  16  $42,589  16 


CAMBRIDGE   GAS  LIGHT   COMPANY. 

Assets. 

Real  estate, $64,767  66 

Machinery  and  manufacturing  appliances,  ^ 

Street  mains, )■ •       .  741,742  10 

Meters J 

Due  for  gas, 35,888  74 

Gas  coal  on  hand, 22,565  18 

Coke  on  hand, 1,350  00 

Tar  on  hand, 1,272  00 

Other  gas  materials  on  hand 8,356  20 

Lungren  lamps, 4,021  50 

Sundry  accounts  due  the  company, 6,248  40 

Notes  receivable, 39  24 

Investments, 65,706  66 

Total  assets,  as  per  books  of  the  company, $951,957  68 

Liabilities. 

Capital  stock, $700,000  00 

Deposits 2,026  60 

Cash  balance, 355  01 

Amounts  due  from  the  company,  not  included  above,    ....  85  14 

Total  liabilities,  as  per  books  of  the  company, $702,466  75 

Profit  and  loss  balance, 249,490  93 

$951,957  68 
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Profit  and  Loss  Account. 

Dr. 

Balance  June  30,  1890, 

Balance  of  gas  manufacturing  account 

Interest  received,       . 

Rents, 

Dividends  declared, $70,000  00 

Balance  June  30,  1891, 249,490  93 


Cr. 

$222,452  28 

9o,159  23 

1,250  28 

629  14 


$319,490  93    $319,490  93 


CANTON. 
(See  Blue  Hill  Electric  Company.) 


CHARLESTOWN  GAS  COMPANY. 

Assets. 


Real  estate  (gas) , 

Street  mains  (gas) ,    . 

Due  for  gas, 

Gas  coal  on  hand, 

Coke, 

Tar, 

Enrichers  on  hand,    . 

Steam  plant  (electric) , 

Electric  plant,    . 

Water-gas  plant, 

Due  for  electric  light  and  power 

Fuel  on  hand,    . 

Electric  light  extension, 

Cash  on  hand,   . 

Investments, 

Total  assets,  as  per  books  of  the  company, 


$511,754  56 

1,547  28 

16,976  21 

3,436  80 

84  00 

707  20 

246  16 

21,666  12 

60,155  24 

20,660  00 

2,692  24 

851  59 

7,834  60 

3,167  28 

15,030  00 

$666,809  28 


Liabilities. 
Capital  stock, $500,000  00 


Notes  payable,  . 
Unpaid  bills, 
Deposits,    . 
Unpaid  dividends, 
Suspense  account, 
Reserve  fund,     . 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


Profit  and  Loss  Account. 


34,500  00 

1,489  32 

550  62 

820  00 

137  71 

50,590  59 

$588,088  24 
78,721  04 


Balance  June  30,  1890,  .... 
Balance  of  gas  manufacturing  account,  . 
Balance  of  electric  manufacturing  account, 

Rents 

Other  items  of  income,      .... 

Dividends  declared, 

Interest  paid, 

Balance  June  30,  1891,      .... 


$666,809  28 

Dr. 

Cr. 

$73,941  96 

49,839  85 

5,821  57 

144  00 

478  89 

$50,000  00 

1,505  23 

78,721  04 

,226  27    $130,226  27 
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CHELSEA  GAS  LIGHT   COMPANY. 

Assets. 

Real  estate  (gas), $170,000  00 

Machinery  and  manufacturing  appliances  (gas) , ") 

Street  mains  (gas), I         ....  130,00000 

Meters  (gas), J 

Due  for  gas, 9,456  27 

Gas  coal  on  hand 4,828  82 

Purifying  materials  on  hand, 200  00 

Stoves  on  hand, 231  53 

Real  estate  (electric), 3,160  48 

Steam  plant  (electric), 16,746  97 

Electric  plant 29,790  48 

Lines,  meters,  lamps  and  globes, 36,166  35 

Due  for  electric  light  and  power, 2,819  81 

Carbons  on  hand, 180  00 

Sundry  accounts  due  the  company, 461  13 

Cash  on  hand, 5,89274 

Total  assets,  as  per  books  of  the  company $409,934  58 

Liabilities. 

Capital  stock $300,000  00 

Notes  payable, 70,000  00 

Deposits, 861  00 

Unpaid  dividends 75  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $370,936  00 

Profit  and  loss  balance,     ..........  38,998  58 

$409,934  58 
Profit  and  Loss  Account. 

De.  Cr. 

Balance  June  30,  1890,       . $53,301  56 

Balance  of  gas  manufacturing  account 21,323  09 

Balance  of  electric  manufacturing  account,     .        .        .  8,028  95 

Rents 192  00 

Other  items  of  income, 403  40 

Dividends  declared, $18,000  00 

Interest  paid 3,228  58 

Construction  charged  off, 23,021  84 

Balance  June  30,  1891 38,998  58 

$83,249  00  $83,249  00 


CHICOPEE   ELECTRIC   LIGHT   COMPANY. 

Assets. 

Real  estate, 

Steam  plant, 

Electric  plant, 

Lines,  meters,  lamps  and  globes, 

Due  for  electric  light  and  power, 

Carbons  on  hand, 

Oil  and  waste  on  hand, 

Cash  on  hand 

Total  assets,  as  per  books  of  the  company, $13,811  48 


$1,020  77 

2,414  16 

5,524  76 

4,296  99 

304  90 

20  00 

5  00 

224  90 
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Liabilities. 

Capital  stock, $10,000  00 

Notes  payable, 2,300  00 

Unpaid  bills, 724  05 

Profit  and  loss  balance, 787  43 

$13,811  48 
Pkofit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $  1,936  31 

Balance  of  electric  manufacturing  account,      .        .        .  150  94 

Interest  paid, $318  00 

Depreciation, 981  82 

Balance  June  30,  1891 787  43 

$2,087  25        S2,087  25 


CHICOPEE   GAS   WORKS. 
Assets. 

Real  estate, $20,000  00 

Machinery  and  manufacturing  appliances, 1,684  00 

Street  mains, 6,500  00 

Meters 2,200  00 

Due  for  gas, 653  97 

Gas  coal  on  hand, 1,575  00 

Coke  on  hand 125  00 

Tar  on  hand, 200  00 

Enrichers  on  hand, 6  00 

Purifying  materials  on  hand, 25  00 

Sundry  accounts  due  the  company, 176  82 

Office  furniture 100  00 

Cash  on  hand, 378  06 

Notes  receivable 18,500  00 

Investments, 10,000  00 

Total  assets,  as  per  books  of  the  company, $62,123  85 


Liabilities. 

Capital  stock $30,000  00 

Unpaid  bills, 789  48 

Total  liabilities,  as  per  books  of  the  company,          ....      $30,789  48 
Profit  and  loss  balance, 31,334  3? 

$62,123  85 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $30,628  48 

Balance  of  gas  manufacturing  account,    ....  4,031  47 

Interest  received, 828  34 

Dividends  declared, ■  .        .        .  $3,600  00 

Other  items, 553  92 

Balance  June  30,  1891, 31,334  37 


35,488  29      $35,488  29 
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CITIZENS'  GAS  LIGHT  COMPANY    (QUINCY). 
Assets. 

Real  estate, $9,500  00 

Machinery  and  manufacturing  appliances, 15,000  00 

Street  mains, 32,245  00 

Meters, 2,835  75 

Due  for  gas, 880  00 

Gas  coal  on  hand, 2,305  50 

Coke  on  hand, 20  00 

Tar  on  hand, 375  00 

Purifying  materials  on  hand, 50  00 

Stoves  on  hand, 495  00 

Gas  fixtures  on  hand, 200  00 

Horses,  wagons,  etc., 175  00 

Office  furniture 100  00 

Cash  on  hand, 30  02 

Total  assets,  as  per  hooks  of  the  company $64,21127 

Profit  and  loss  balance, 45,889  24 

$110,100  51 
Liabilities. 

Capital  stock $53,000  00 

Notes  payable, 54,350  51 

Unpaid  bills 2,000  00 

Interest  due  but  not  paid 750  00 

Total  liabilities,  as  per  books  of  the  company,        ....    $110,10051 

Profit  and  Loss  Account. 

Balance  June  30,  1890 

Balance  of  gas  manufacturing  account,    . 

Interest  received, 

Other  items  of  income, 

Dividends  declared, 

Interest  paid, 

Revaluations 

Old  liabilities  not  previously  returned,     . 

Other  items, 

Balance  June  30,  1891, 

$50,922  11       $50,922  11 


Dr. 

Cr. 

$1,035  65 

2,911  80 

144  00 

941  42 

$2,580  00 

1,511  65 

11,361  05 

35,000  00 

469  41 

45,889  24 

CITIZENS'   GAS   LIGHT  COMPANY   (WAKEFIELD). 

Assets. 

Real  estate  (gas) , ) 

Machinery  and  manufacturing  appliances  (gas),  Y         ....     $107,14632 

Street  mains  (gas), J 

Due  for  gas, 3,298  73 

Gas  coal  on  hand, 2,750  00 

Coke  on  hand, 17  50 

Tar  on  hand, 40  70 

Enrichers  on  hand, 46  69 

Other  gas  materials  on  hand 1,651  96 

Stoves  on  hand, 50  86 
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Real  estate  (electric), $4,904  13 

Steam  plant  (electric), 12,499  17 

Electric  plant, 14,650  38 

Lines,  meters,  lamps  and  globes, 19,414  56 

Patent  rights, 5,000  00 

Due  for  electric  light  and  power, 206  94 

Carbons  on  hand, 12  00 

Oil  and  waste  on  hand, 12  00 

Incandescent  lamps  on  hand, 70  00 

Other  electric  materials  on  hand 293  97 

Horses,  wagons,  etc., 516  00 

Sundry  accounts  due  the  company, 442  75 

Office  furniture, 74  25 

Cash  on  hand, 5,771  15 

Unexpired  insurance, 51  35 

Total  assets,  as  per  books  of  the  company, $178,92141 

Liabilities. 

Capital  stock, $95,300  00 

Bonds  issued, 46,855  82 

Notes  payable, 28,761  15 

Unpaid  bills, 6,502  90 

Unpaid  dividends, 67  00 

Interest  due  but  not  paid, 1,190  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $178,67687 

Profit  and  loss  balance, 244  54 

$178,921  41 
Profit  and  Loss  Account. 

Dh.  Ce. 

Balance  June  30,  1890,      .        .' $5,713  77 

Balance  of  gas  manufacturing  account $1,514  98 

Balance  of  electric  manufacturing  account,      .        .        .  1,216  70 

Other  items  of  income, 313  69 

Interest  paid 3,051  24 

Balance  June  30,  1891 244  54 

$6,027  46  $6,027  46 


CLINTON   GAS   LIGHT  COMPANY. 


Assets 


Real  estate, 

Street  mains, 

Meters, 

Gas  coal  on  hand, 

Coke  on  hand,   . 

Tar  on  hand, 

Enrichers  on  hand, 

Purifying  materials  on  hand, 

Other  gas  materials  on  hand, 

Real  estate  (electric) , 

Fuel  on  hand  (electric  light), 

Carbons  on  hand, 

Other  electric  materials  on  hand, 

Office  furniture, . 

Cash  on  hand,   . 


Total  assets,  as  per  books  of  the  company, 


$27,000  00 

9,000  00 

500  00 

2,399  03 

147  30 

400  00 

150  75 

100  00 

736  70 

90,695  73 

1,275  47 

83  00 

700  00 

20  J  00 

1,223  68 

$134,611  66 
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Liabilities. 

Capital  stock, $60,000  00 

Notes  payable,  .        .        .        .        . 65,000  00 

Total  liabilities,  as  per  books  of  the  company,         ....     $125,000  00 
Profit  and  loss  balance, 9,611  66 

$134,611  66 
Profit  and  Loss  Account. 

De.  Ck. 

Balance  June  30,  1890 $8,749  68 

Balance  of  gas  manufacturing  account,   ....  3,869  56 

Balance  of  electric  manufacturing  account,      .        .        .  1,280  96 

Dividends  declared $1,200  00 

Interest  paid, 1,800  01 

Depreciation, 1,288  53 

Balance  June  30,  1891, 9,61166 


$13,900  20      $13,900  20 


COHASSET  ELECTRIC   COMPANY. 
Assets. 

Real  estate $4,198  61 

Steam  plant, 5,864  65 

Electric  plant, 11,287  60 

Lines,  meters,  lamps  and  globes, 11,301  03 

Due  for  electric  light  and  power, 181  08 

Fuel  on  hand, 98  00 

Oil  and  waste  on  hand, 46  00 

Incandescent  lamps  on  hand 31  40 

Other  electric  materials  on  hand, 78  58 

Cash  on  hand, 343  34 


Total  assets,  as  per  books  of  the  company, 


,430  29 


Liabilities. 

Capital  stock $30,000  00 

Notes  payable,  .        .        .        . 500  00 

Unpaid  bills, 2,860  66 

Total  liabilities,  as  per  books  of  the  company,         ....  $33,360  66 

Profit  and  loss  balance, 69  63 


Profit  and  Loss  Account. 

De. 

$33,430  29 
Ce. 

Balance  of  electric  manufacturing  account, 

$88  92 

14  75 

$18  41 
15  63 
69  63 

$103  67 


$103  67 
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COTTAGE   CITY   GAS  AND  ELECTRIC   COMPANY. 

Assets. 

Real  estate  (gas) ] 

Machinery  and  manufacturing  appliances  (gas),  I  ^  ^  2- 

Street  mains  (gas), ■ 

Meters  (gas), J 

Due  for  gas, 95  20 

Gas  coal  on  hand, 22  00 

Enrichers  on  hand, 131  00 

Other  gas  materials  on  hand, 244  50 

Stoves  on  hand, 142  50 

Gas  fixtures  on  hand, 625  58 

Real  estate  (electric) ,....] 

Steam  plant  (electric) ,      ....     I  „  „„„  40 

Electric  plant 1 

Lines,  meters,  lamps  and  globes,.      .        .    J 

Carbons  on  hand, 

Oil  and  waste  on  hand, 

Other  electric  materials  on  hand, 

Sundry  accounts  due  the  company, 

Office  furniture,         • 

Cash  on  hand, 

Total  assets,  as  per  books  of  the  company, $32,554  80 

Liabilities. 

Capital  stock $25,000  00 

Bonds  issued, 5,730  26 

Total  liabilities,  as  per  books  of  the  company,         ....      $30,730  26 
Profit  and  loss  balance 1,824  54 

$32,554  80 
Profit  and  Loss  Balance. 

Dr.  Or. 

Balance  June  30,  1890, $624  21 

Balance  of  gas  manufacturing  account,    ....  50012 

Balance  of  electric  manufacturing  account,      .        .        .  700  21 

Balance  June  30,  1891, $1,824  54 

$1,824  54        $1,824  54 


8  00 

23  55 

52  40 

193  62 

33  00 

436  78 

DANVERS   GA.S  LIGHT  COMPANY. 
Assets. 

Machinery  and  manufacturing  appliances, $22,348  51 

Meters, 380  20 

Due  for  gas, 423  09 

Gas  coal  on  hand, 943  57 

Coke  on  hand, 80  00 

Tar  on  hand, 122  50 

Stoves  on  hand, 62  97 

Gas  fixtures  on  hand, 64  38 

Cash  on  hand, 114  50 

Total  assets,  as  per  books  of  the  company, $24,539  72 
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Liabilities. 

Capital  stock $20,000  00 

Notes  payable 3,000  00 

Unpaid  bills 90  38 

Total  liabilities,  as  per  books  of  the  company,         ....  $23,090  38 

Profit  and  loss  balance, 1,449  34 

$24,539  72 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890 $293  16 

Balance  of  gas  manufacturing  account,   .        .        .        .  1,726  18 

Interest  paid, $170  00 

Depreciation, 400  00 

Balance  June  30,  1891, 1,449  34 

$2,019  34  $2,019  34 


DEDHAM  ELECTRIC   COMPANY. 
Assets. 

Real  estate .  $13,416  01 

Steam  plant, 14,724  24 

Electric  plant, 19,963  73 

Lines,  meters,  lamps  and  globes, 48,232  30 

Due  for  electric  light  and  power, 1,232  82 

Fuel  on  hand, 212  50 

Carbons  on  hand, 12  00 

Oil  and  waste  on  hand, 35  10 

Incandescent  lamps  on  hand, 110  40 

Globes  on  hand, 21  00 

Horses,  wagons,  etc., 170  00 

Sundry  accounts  due  the  company .  797  36 

Office  furniture 16  00 

Cash  on  hand 1,180  91 

Investments, 366  74 

Total  assets,  as  per  books  of  the  company, $100,491  11 

Liabilities. 

Capital  stock $60,000  00 

Notes  payable, 31,448  02 

Unpaid  bills, 6,995  39 

Interest  due  but  not  paid, 194  96 

Total  liabilities,  as  per  books  of  the  company,         ....  $98,638  37 

Profit  and  loss  balance, 1,852  74 


),491  11 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $1,089  90 

Balance  of  electric  manufacturing  account,      ...  801  79 

Wiring 2,034  23 

Guarantee  fund,         . 648  30 

Dividends  declared, $1,800  00 

Interest  paid 921  48 

Balance  June  30,  1891 1,852  74 

$4,574  22         $4,574  22 
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DEDHAM  AND  HYDE   PARK  GAS  AND   ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate $7,905  33 

Machinery  and  manufacturing  appliances 12,352  98 

Street  mains, 21,407  50 

Meters 1,493  70 

Due  for  gas, 900  65 

Gas  coal  on  hand,      .        .        .        .    • 1,765  34 

Coke  on  hand, 35  80 

Tar  on  hand, 329  00 

Stoves, •> 

Engines  and  gas  fixtures  on  hand,  J ' 

Horses,  wagons,  etc., 345  28 

Office  furniture, 156  70 

Cash  on  hand,    . 993  96 

Investments, 480  00 


Total  assets,  as  per  books  of  the  company, $50,520  58 

Profit  and  loss  balance 59,076  42 


$109,597  00 
Liabilities. 

Capital  stock, $100,000  00 

Bonds  issued, 9,000  00 

Unpaid  bills, 597  00 


Total  liabilities,  as  per  books  of  the  company,         ....    $109,597  00 

Peofit  and  Loss  Account. 

Dr.  Ck. 

Balance  June  30,  1890, $58,369  80 

Balance  of  gas  manufacturing  account, $595  76 

Rents 137  75 

Interest  paid, 563  37 

Construction  charged  off, 684  87 

Depreciation, 191  89 

Balance  June  30,  1891, 59,076  42 


$59,809  93      $59,809  93 


DORCHESTER  GAS  LIGHT   COMPANY. 
Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters, 

Due  for  gas, 

Coke  on  hand, 

Tar  on  hand 

Enrichers  on  hand,    .... 
Purifying  materials  on  hand,    . 
Other  gas  materials  on  hand,    . 
Gas  fixtures  on  hand, 
Sundry  accounts  due  the  company, 

Cash  on  hand, 

Notes  receivable,       .... 


$511,703  99 

12,085  86 

11,607  21 

13  75 

176  00 

2  97 

298  85 

4,716  52 

144  63 

8,972  67 

6,023  64 

21,260  00 

Total  assets,  as  per  books  of  the  company, $577,006  09 
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Liabilities. 

Capital  stock, .  $400,000  00 

Unpaid  bills, 15,236  78 

Deposits, 404  00 

Total  liabilities,  as  per  books  of  the  company,          ....  $415,640  78 

Profit  and  loss  balance, 161,365  31 

1577,006  09 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $161,259  67 

Balance  of  gas  manufacturing  account,    ....  30,14847 

Interest  received, 1,663  89 

Rents, 298  28 

Dividends  declared, $32,000  00 

Balance  June  30,  1891, 161,365  31 

$193,365  31  $193,365  31 


EAST   BOSTON  GAS   COMPANY. 
Assets. 

Real  estate ] 

Machinery  and  manufacturing  appliances,   [ 

Street  mains I $225,617  23 

Meters, J 

Due  for  gas, 6,032  26 

Gas  coal  on  hand, 6,794  71 

Coke  on  hand, .214  00 

Purifying  materials  on  hand, 201  33 

Other  gas  materials  on  hand, 900  00 

Stoves  on  hand, '.        .        .  173  67 

Gas  fixtures  on  hand, 1,505  59 

Horses,  wagons,  etc., 278  50 

Sundry  accounts  due  the  company, 313  88 

Cash  on  hand, 21,236  30 

Investments, 38,275  00 

Total  assets,  as  per  books  of  the  company, $301,542  47 

Liabilities. 

Capital  stock, $220,000  00 

Unpaid  bills, 2,442  44 

Deposits, ;  201  42 

Total  liabilities,  as  per  books  of  the  company,          .        .        ...  $222,643  86 

Profit  and  loss  balance, 78,898  61 

$301,542  47 
Profit  and  Loss  Account. 

Dr.  Or. 

Balance  June  30,  1890, $74,445  70 

Balance  of  gas  manufacturing  account,    ....  25,16370 

Interest  received, 2,603  00 

Other  items  of  income, 324  21 

Dividends  declared, '     $22,000  00 

Investments  charged  off, 1,638  00 

Balance  June  30,  1891, 78,898  61 

$102,536  61  $102,536  61 
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EASTHAMPTON   GAS   COMPANY. 

Assets. 

Real  estate  (gas) , 

Machinery  and  manufacturing  appliances  (gas), 

Street  mains  (gas), 

Meters  (gas),     . 

Due  for  gas, 

Gas  coal  on  hand, 

Coke  on  hand,    . 

Tar  on  hand, 

Enrichers  on  hand, 

Purifying  materials  on  hand, 

Other  gas  materials  on  hand, 

Real  estate  (electric) , 

Steam  plant  (electric), 

Electric  plant,     . 

Lines,  meters,  lamps  and  globes  (electric 

Due  for  electric  light  and  power, 

Carbons  on  hand,  .     } 

Oil  and  waste  on  hand, 

Incandescent  lamps  on  hand,   .     )■ 

Globes  on  hand,         ... 

Other  electric  materials  on  hand,  J 

Sundry  accounts  due  the  company, 

Cash  on  hand, 


ic),     } 


Total  assets,  as  per  books  of  the  company, 


Liabilities. 


$9,500  00 

10,500  00 

8,000  00 

500  00 

802  48 

463  50 

28  00 

19  50 

16  40 

91  00 

40  00 

397  28 

630  84 

5,350  00 

515  62 


100  00 


Capital  stock, 

Notes  payable, 

Unpaid  bills 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


200  00 

219  86 

$37,374  48 

$30,000  00 

1,000  00 

881  95 

Profit  and  Loss  Account. 


$31,881  95 
5,492  53 

$37,374  48 


Balance  June  30,  1890,  .... 
Balance  of  gas  manufacturing  account,  . 
Balance  of  electric  manufacturing  account, 

Interest  received, 

Rents, 

Dividends  declared, 

Other  items, 

Balance  June  30,  1891,       .... 


r>K. 

Cr. 

$4,665  77 

3,609  96 

50  34 

173  42 

50  00 

$3,000  00 

56  96 

5,492  53 

5,549  49 


5,549  49 


THE   EDISON   ELECTRIC   ILLUMINATING   COMPANY    (BOSTON). 

Assets. 

Real  estate,  .  ) 

Steam  plant,      ....  I 

Electric  plant,  .  \- $1,728,607  97 

Lines,  meters,  lamps  and  globes,  | 

Patent  rights,     ....  J 

Due  for  electric  light  and  power, 41,398  95 
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Sundry  accounts  due  the  company $2,697  34 

Cash  on  hand, 189,843  76 

Notes  receivable, 41,698  09 

Investments, 61,021  95 

Total  assets,  as  per  books  of  the  company, $2,065,268  06 

Liabilities. 

Capital  stock, $1,263,500  00 

Bonds  issued, 703,000  00 

Notes  payable, 10,000  00 

Unpaid  bills, 11,419  07 

Depreciation  fund, 39,000  00 

Amounts  due  from  the  company,  not  included  above,    ....  29,672  30 

Total  liabilities,  as  per  books  of  the  company, $2,056,59137 

Profit  and  loss  balance, 8,676  69 

$2,065,268  06 
Profit  and  Loss  Account. 

Dr.  Cb. 
Balance  June  30,  1890,      .......        $17,901  45 

Balance  of  electric  manufacturing  account,      .        .        .  $132,758  49 

Dividends  declared, 63,800  00 

Interest  paid, 13,255  63 

Construction  charged  off, 2,124  72 

To  reserve  fund, 27,000  00 

Balance  June  30,  1891 8,676  69 

$132,758  49  $132,758  49 


EDISON  ELECTRIC   ILLUMINATING  COMPANY  OF  BROCKTON. 

Assets. 

Arc  plant, $31,691  77 

Real  estate, 43,640  23 

Steam  plant, 26,642  73 

Electric  plant, 22,605  04 

Lines,  meters,  lamps  and  globes, 57,032  39 

Patent  rights, 16,500  00 

Carbons  on  hand, 61  50 

Oil  and  waste  on  hand 47  15 

Incandescent  lamps  on  hand, 558  89 

Other  electric  materials  on  hand, 2,234  22 

Motors  on  hand, 372  24 

Horses,  wagons,  etc., 8,772  61 

Sundry  accounts  due  the  company 8,265  82 

Cash  on  hand 897  06 

Notes  receivable 2,261  63 

Total  assets,  as  per  books  of  the  company, $221,583  28 

Liabilities. 

Capital  stock, $92,500  00 

Bonds  issued, 80,000  00 

Notes  payable, 31,511  07 

Interest  due  but  not  paid, 933  34 

Depreciation  fund, 16,638  87 

Total  liabilities,  as  per  books  of  the  company,         ....  $221,583  28 
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Profit  and  Loss  Account. 


Balance  of  electric  manufacturing  account, 

Dividends  declared, 

Interest  paid 

Depreciation,- 

To  depreciation  fund 


Dr. 

Cr. 

$14,652  00 

$5,100  00 

6,850  00 

2,394  31 

307  69 

$14,652  00 

$14,652  00 

EDISON  ELECTRIC   ILLUMINATING   COMPANY   OF  FALL  RIVER. 

Assets. 
Gas  fixtures  on  hand,  ] 
Real  estate, 

Steam  plant,       .     '  .   [ ■  $89>069  12 

Electric  plant,    .        .  J 

Lines,  meters,  lamps  and  globes, 6,856  90 

Patent  rights, 13,500  00 

Due  for  electric  light  and  power, 1,319  30 

Incandescent  lamps  on  hand, 2,176  47 

Other  electric  materials  on  hand, 3,062  92 

Motors  on  hand, 4,873  72 

Sundry  accounts  due  the  company, 1,943  04 

Cash  on  hand, 2,119  45 

Total  assets,  as  per  books  of  the  company, $124,920  92 

Liabilities. 

Capital  stock $90,000  00 

Notes  payable, 23,000  00 

Unpaid  bills 6,173  38 

Total  liabilities,  as  per  books  of  the  company, $119,173  38 

Profit  and  loss  balance, 5,747  54 

$121,920  92 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $11,266  94 

Balance  of  electric  manufacturing  account,     .        .        .  15,806  65 

Other  items  of  income, 50  00 

Dividends  declared, $5,980  00 

Interest  paid 823  21 

Patent  rights  charged  off, 13,500  00 

Other  items, 1,072  84 

Balance  June  30,  1891, 5,747  54 

$27,123  59  $27,123  59 


EDISON   ELECTRIC  ILLUMINATING   COMPANY  OF  LAWRENCE. 

Assets. 
Real  estate,        ....      "1 
Steam  plant,       .... 

Electric  plant [ $87,442  70 

Lines,  meters,  lamps  and  globes,  J 

Due  for  electric  light  and  power, 5,403  42 

Carbons  on  hand 103  58 

Oil  and  waste  on  hand, 50  16 
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Incandescent  lamps  on  hand, $579  38 

Globes  on  hand, 33  53 

Other  electric  materials  on  hand, 1,348  02 

Motors  on  hand, 2,693  87 

Municipal  plant, 20,459  37 

Sundry  accounts  due  the  company, .'  1,321  38 

Construction 2,391  91 

Cash  on  hand, 2,985  66 

Investments, 2,882  04 

Total  assets,  as  per  books  of  the  company $127,695  02 

Liabilities. 

Capital  stock $65,000  00 

Notes  payable, 42,500 '00 

Unpaid  bills, 7,623  50 

Total  liabilities,  as  per  books  of  the  company,         ....  $115,12350 

Profit  and  loss  balance, 12,571  52 

$127,695  02 

Profit  and  Loss  Account. 

Dh.  Cr. 

Balance  June  30,  1890, $2,668  42 

Balance  of  electric  manufacturing  account,     .        .        .  683  21 

Steam  heating, 1,332  75 

Rents 330  00 

Other  items  of  income, 97  80 

Jobbing, 7,755  13 

Interest  paid, $295  79 

Balance  June  30,  1891, 12,571  52 

$12,867  31  $12,867  31 


ELECTRIC   LIGHT   AND  PATENT  FLOORING  COMPANY  (AMESBURY). 

Assets. 

Real  estate, $11,000  00 

Steam  plant 13,148  89 

Electric  plant 20,978  14 

Lines,  meters,  lamps  and  globes,      .        .        .        .        .        .        .        .  7,807  50 

Patent  rights, 4,000  00 

Due  for  electric  light  and  power, 1,464  63 

Fuel  on  hand, 1,650  00 

Carbons  on  hand 25  00 

Oil  and  waste  on  hand, 50  00 

Incandescent  lamps  on  hand, 65  00 

Globes  on  hand, 8  18 

Other  electric  materials  on  hand, 663  35 

Horses,  wagons,  etc., 175  00 

Sundry  accounts  due  the  company 2,448  60 

Office  furniture 100  00 

Cash  on  hand, 25  65 

Notes  receivable, 231  00 

Other  permanent  works, 47,237  85 

Total  assets,  as  per  books  of  the  company, $111,078  79 
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Liabilities. 

Capital  stock, $43,400  00 

Notes  payable, 63,000  00 

Unpaid  bills, 2,606  87 

Interest  due  but  not  paid, 716  67 

Total  liabilities,  as  per  books  of  tfie  company, $108,723  54 

Profit  and  loss  balance, 2,355  25 

$111,078  79 
Peofit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $2,396  37 

Balance  of  electric  manufacturing  account,      .        .        .  412  83 

Interest  received, 26  77 

Rent ' 50  00 

Rent  of  mill  and  power, 5,652  90 

Other  items  of  income, 308  75 

Dividends  declared, $1,143  00 

Interest  paid, 3,268  87 

Depreciation,  mill  machinery, 1,900  00 

Other  items, 180  50 

Balance  June  30,  1891 2,355  25 

$S,847  62  $8,847  62 


FALL  RIVER  ELECTRIC   LIGHT   COMPANY. 

Assets. 

Real  estate, $22,565  12 

Steam  plant, 23,950  96 

Electric  plant 37,994  75 

Lines,  meters,  lamps  and  globes, 35,433  92 

Due  for  electric  light  and  power, 3,384  09 

Cash  on  hand, 3,919  07 

Total  assets,  as  per  books  of  the  company,       .        .        .        .        .  $127,247  91 


Liabilities. 

Capital  stock, $120,000  00 

Notes  payable 2,000  00 

Unpaid  bills, 1,623  33 

Total  liabilities,  as  per  books  of  the  company,          ....    $123,62333 
Profit  and  loss  balance, 3,624  58 

$127,247  91 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $2,714  13 

Balance  of  electric  manufacturing  account,     .        .        .  14,342  98 

Rents 126  97 

Dividends  declared $5,850  00 

Interest  paid 832  53 

Depreciation 6,300  00 

Other  items 576  97 

Balance  June  30,  1891 3,624  58 

$17,184  08      $17,184  08 
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FALL  RIVER  GAS  WORKS   COMPANY. 

Assets. 

Real  estate,                $135,169  97. 

Machinery  and  manufacturing  appliances, 68,736  79 

Street  mains, 95,203  39 

Meters ' 19,191  89 

Due  for  gas, 3,169  39 

Gas  coal  on  hand, 2,573  58 

Tar  on  hand, 1,523  19 

Enrichers  on  hand, 499  77 

Purifying  materials  on  hand 16  50 

Other  gas  materials  on  hand, 5,910  38 

Gas  fixtures  on  hand, 1,090*69 

Small  improvements, 2,425  32 

Gas  engines, 678  34 

Horses,  wagons,  etc 86  40 

Sundry  accounts  due  the  company, 819  08 

Office  furniture, 403  96 

Cash  on  hand, 20,062  09 

Total  assets,  as  per  books  of  the  company, $357,560  73 


Liabilities. 

Capital  stock, $288,000  00 

Unpaid  bills 12,276  48 

Deposits 162  60 

Total  liabilities,  as  per  books  of  the  company, $300,439  08 

Profit  and  loss  balance, 57,121  65 

$357,560  73 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $50,341  57 

Balance  of  gas  manufacturing  account,    ....  30,606  03 

Interest  received, 869  83 

Rents 1,175  24 

Other  items  of  income, 48  98 

Dividends  declared, $25,920  00 

Balance  June  30,  1891, 57,121  65 

$83,041  65  $83,041  65 


FITCHBURG  GAS   COMPANY. 

Assets. 

Real  estate  (gas) $8,50000 

Machinery  and  manufacturing  appliances  (gas), 17,659  87 

Street  mains  (gas), 10,000  00 

Meters  (gas), 5,000  00 

Due  for  gas, 2,101  26 

Gas  coal  on  hand, ^  800  00 

Enrichers  on  hand, 280  00 

Water  works 8,184  24 
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Real  estate  (electric), $22,705  85 

Steam  plant  (electric), 8,000  00 

Electric  plant, 31,000  00 

Lines,  meters,  lamps  and  globes, 41,436  07 

Due  for  electric  light  and  power 378  67 

Fuel  on  hand  (electric  light), 900  00 

Carbons  on  hand, 100  00 

Incandescent  lamps  on  hand, 186  90 

Globes  on  hand,         .        .        .        .        .        .        . '      .        .        .        .  52  19 

Other  electric  materials  on  hand 182  52 

Sundry  accounts  due  the  company, 483  05 

Cash  on  hand 4,364  38 

Notes  receivable 2,185  00 

Total  assets,  as  per  books  of  the  company $167,500  00 

Liabilities. 

Capital  stock, $100,000  00 

Notes  payable 66,000  00 

Depreciation  fund, 1,500  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $167,50000 


Profit  and  Loss  Account. 

Dr. 
Balance  of  gas  manufacturing  account,    . 
Balance  of  electric  manufacturing  account, 

Interest  received, 

Other  items  of  income 

Dividends  declared, .        $10,000  00 

Interest  paid, 2,334  92 

Electric  light  construction  charged  off,     ....  6,889  68 


Cr. 

$11,369  22 

6,817  76 

223  05 

814  57 


$19,224  60      $19,224  60 


FRAMINGHAM  ELECTRIC    COMPANY. 

Assets. 


Real  estate,  .... 
Steam  plant,  .... 
Electric  plant,  .... 
Lines,  meters,  lamps  and  globes, 
Patent  rights,  .... 
Due  for  electric  light  and  power, 

Fuel  on  hand ") 

Carbons  on  hand, 

Oil  and  waste  on  hand, 

Incandescent  lamps  on  hand,    . 

Globes  on  hand, 

Other  electric  materials  on  hand, 

Motors  on  hand, 

Electric  fixtures  on  hand,  . 

Office  furniture, 


$12,882  82 

26,286  48 

37,892  22 

57,309  79 

3,062  35 

1,990  44 


672  75 


168  00 


Total  assets,  as  per  books  of  the  company, 


$140,264  85 
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Liabilities. 

Capital  stock, $80,000  00 

Bonds  issued, 50,000  00 

Notes  payable, 4,466  39 

Unpaid  bills 1,015  59 

Amounts  due  from  the  company,  not  included  above,    ....  1,863  88 

Total  liabilities,  as  per  books  of  the  company,         ....  $  137. 345  86 

Profit  and  loss  balance, 2,918  99 

$140,264  85 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890 $1,156' 48 

Balance  of  electric  manufacturing  account,      .        .        .  5,138  92 

Interest  paid, $3,000  00 

Other  items, 376  41 

Balance  June  30,  1891 2,918  99 


$6,295  40        $6,295  40 


FRAMINGHAM   GAS  FUEL  AND  POWER  COMPANY. 

Assets. 


Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains 

Meters, 

Due  for  gas, 

Gas  coal  on  hand, 

Purifying  materials  on  hand,    . 
Other  gas  materials  on  hand,    . 

Stoves 

Gas  fixtures  and  materials  on  hand, 

Tools 

Horses,  wagons,  etc., 
Sundry  accounts  due  the  company, 
Office  furniture,         ... 
Cash  on  hand,   .... 
Patent  rights  and  franchises,     . 


,;} 


Total  assets,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


Liabilities. 


131,171  90 

30,789  57 

24,756  08 

2,076  13 

252  51 

230  70 

75  00 

978  61 

2,326  80 

695  14 

216  75 

1,643  47 

1,039  46 

44  13 

40,000  00 

$136,296  25 
16,600  29 

$152,896  54 


Capital  stock $75,000  00 

Bonds  issued 75,000  00 

Notes  payable, 400  00 

Unpaid  bills, 546  54 

Interest  due  but  not  paid, 1,950  00 


Total  liabilities,  as  per  books  of  the  company, 


$152,896  54 
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Profit  and  Loss  Account. 


Balance  June  30,  1890,      .... 
Balance  of  gas  manufacturing  account,    . 

Interest  received, 

Other  items  of  income,      .... 
Interest  paid,     .        .        .        .        . 
Other  items,       .        .     v  . 
Balance  June  30,  1891,      .... 


Dr. 

Cr. 

$11,019  35 

3,531  30 

$60  00 

375  65 

2,250  00 

235  29 

16,600  29 

$17,035  94      $17,035  94 


FRANKLIN. 
(See  Union  Electric  Light  Company.) 


FRANKLIN   ELECTRIC   LIGHT  COMPANY    (TURNER'S  FALLS). 

Assets. 

Electric  plant, $11,007  46 

Due  for  electric  light  and  power, 91  27 

Carbons  on  hand,  .  .  .  ] 
Oil  and  waste  on  hand,    .        .      i 

Incandescent  lamps  on  hand,         j- 60  00 

Globes  on  hand,  J 
Other  electric  materials  on  hand,  J 
Cash  on  hand, 6  79 

Total  assets,  as  per  books  of  the  company, $11,165  52 

Liabilities. 

Capital  stock, 4  $10,000  00 

Notes  payable, 400  00 

Total  liabilities,  as  per  books  of  the  company,         ....      $10,40000 
Profit  and  loss  balance, 765  52 

$11,165  52 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $305  59 

Balance  of  electric  manufacturing  account,      .        .        .  1,017  51 

Dividends  declared, $400  00 

Interest  paid 157  58 

Balance  June  30,  1891, 765  52 

$1,323  10        $1,323  10 


GARDNER    ELECTRIC   COMPANY. 

Assets. 

Real  estate, $10,060  29 

Steam  plant, 13,204  23 

Electric  plant, .        .        .        .  21,210  48 

Lines,  meters,  lamps  and  globes, 20,979  26 
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Due  for  electric  light  and  power $862  79 

Fuel  on  hand, 121  80 

Carbons  on  hand, 43  26 

Oil  and  waste  on  hand, 8  87 

Incandescent  lamps  on  hand, 799  58 

Other  electric  materials  on  band, 1,116  79 

Electric  fixtures  on  hand, 207  18 

Horses,  wagons,  etc., 153  50 

Sundry  accounts  due  the  company, 798  38 

Office  furniture, 78  85 

Cash  on  hand, 659  36 

Total  assets,  as  per  books  of  the  company $70,304  62 

Profit  and  loss  balance, 2,938  82 

$73,243  44 
Liabilities. 

Capital  stock, $28,700  00 

Notes  payable, 43,900  00 

Unpaid  bills, 643  44 

Total  liabilities,  as  per  books  of  the  company, $73,243  44 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $2,695  27 

Balance  of  electric  manufacturing  account,      .        .        .  $2,153  31 

Interest  paid, 1,804  33 

Other  items, 592  53 

Balance  June  30,  1891 2,938  82 

$5,092  13  $5,092  13 


GARDNER  GAS  LIGHT   COMPANY. 

Assets. 

Real  estate $2,500  00 

Machinery  and  manufacturing  appliances, 1,500  00 

Street  mains 14,200  00 

Meters, 1,300  00 

Due  for  gas, 350  11 

Enrichers  on  hand, 250  00 

Stoves  on  hand, "      .  25  00 

Gas  fixtures  on  hand, 40  00 

Horses,  wagons,  etc., 400  00 

Office  furniture,         . 100  00 

Cash  on  hand, 16  05 

Total  assets,  as  per  books  of  the  company $20,681  16 

Profit  and  loss  balance,     .        .  • 41,077  10 

$61,758  26 
Liabilities. 

Capital  stock, $30,000  00 

Bonds  issued, 12,50000 

Notes  payable, 10,350  00 

Unpaid  bills, 4,189  82 

Amounts  due  from  the  company,  not  included  above,    ....  4,718  44 

Total  liabilities,  as  per  books  of  the  company, .        .                i        .  $61,758  26 
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Profit  and  Loss  Account. 


Balance  June  30,  1890, 

Balance  of  gas  manufacturing  account, 

Interest  paid, 

Revaluation  of  plant, 

Old  liabilities  not  before  returned,    . 

Balance  June  30, 1891,       . 


Dr. 

Ck. 

$3,054  73 

$2,247  49 

1,136  17 

32,022  89 

8,725  28 

41,077  10 

1,131  83      $44,131  83 


GLOUCESTER  ELECTRIC    COMPANY. 

Assets. 

Real  estate, $ 4,650  00 

Steam  plant, 5,594  75 

Electric  plant, 15,193  83 

Lines,  meters,  lamps  and  globes 13,382  05 

Due  for  electric  light  and  power, 2,133  46 

Fuel  on  hand, 16  45 

Carbons  on  hand 80  00 

Oil  and  waste  on  hand, 29  85 

Incandescent  lamps  on  hand, 444  71 

Globes  on  hand, 49  58 

Sundry  accounts  due  the  company 800  42 

Office  furniture  and  tools, 126  20 

Cash  on  hand 5,327  93 

Notes  receivable, 12,950  00 

Unexpired  insurance, 75  36 

Total  assets,  as  per  books  of  the  company $60,854  59 

Liabilities. 

Capital  stock, $38,700  00 

Notes  payable, 4,674  44 

Unpaid  bills 8,620  44 

House  construction, 106  46 

Total  liabilities,  as  per  books  of  the  company, $52,10134 

Profit  and  loss  balance, 8,753  25 

$60,854  59 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $4,643  42 

Balance  of  electric  manufacturing  account,      .        .        .  4,233  36 

Rents, 245  02 

Interest  paid, $368  55 

Balance  June  30,  1891, 8,753  25 

$9,121  80  $9,121  80 


GLOUCESTER  GAS  LIGHT  COMPANY. 

A8SET8. 

Real  estate $40,000  00 

Machinery  and  manufacturing  appliances, 

Street  mains, ......        40,000  00 

Meters, 
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Due  for  gas, $4,495  93 

Gas  coal  on  hand, 1,766  40 

Coke  on  hand, 337  37 

Tar  on  hand, 569  50 

Purifying  materials  on  hand, 110  00 

Other  gas  materials  on  hand, 2,278  20 

Stoves  on  hand, 150  00 

Gas  fixtures  on  hand, 500  00 

Sundry  accounts  due  the  company, 2,489  06 

Office  furniture 150  00 

Cash  on  hand 3,710  93 

Notes  receivable, 1,331  93 

Total  assets,  as  per  books  of  the  company, $97,889  32 

Liabilities. 

Capital  stock, $80,000  00 

Unpaid  bills 374  15 

Total  liabilities,  as  per  books  of  the  company,         ....  $80,374  15 

Profit  and  loss  balance, 17,515  17 

$97,889  32 
Profit  and  Loss  Account. 

Dk.  Cr. 

Balance  June  30,  1890, $30,112  23 

Balance  of  gas  manufacturing  account,   ....  12,805  01 

Rents, 2,244  34 

Interest  received, 61  72 

Premium  on  stock  sold 14,160  00 

Other  items  of  income, 800  39 

Dividends  declared $8,538  00 

Construction  charged  off, 34,108  01 

Other  items 22  51 

Balance  June  30,  1891, 17,515  17 


3,183  69      $60,183  69 


GREAT  BARRINGTON  ELECTRIC  LIGHT  COMPANY. 

♦'  Assets. 

Steam  plant, $5,530  28 

Electric  plant,  .    \ 

Lines,  meters,  lamps  and  globes,  >• 21,280  57 

Patent  rights,     ....    J  % 

Due  for  electric  light  and  power, .        .  760  78 

Fuel  on  hand,    .                       76  98 

Carbons  on  hand, 44  50 

Oil  and  waste  on  hand, 15  38 

Incandescent  lamps  on  hand, 241  65 

Globes  on  hand, 6  80 

Other  electric  materials  on  hand, 574  44 

Tools 83  10 

Sundry  accounts  due  the  company, 655  58 

Meters, 44  13 

Cash  on  hand 192  31 

Investments, 1,100  00 


Total  assets,  as  per  books  of  the  company $30,606  50 
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Liabilities. 

Capital  stock $23,800  00 

Notes  payable 4,500  00 

Unpaid  bills, 1,686  40 

Interest  due  but  not  paid, 81  25 

Total  liabilities,  as  per  books  of  the  company,          ....  $30,067  65 

Profit  and  loss  balance, 538  85 

$30,606  50 
Profit  and  Loss   Account. 

dr.  Cr. 

Balance  June  30,  1890, $261  98 

Balance  of  electric  manufacturing  account,     .        .        .  525  87 

Interest  paid, $249  00 

Balance  June  30,  1891, 538  85 


$787  85  $787  85 


GREENFIELD  ELECTRIC  LIGHT  AND    POWER    COMPANY. 

Assets. 

Real  estate, $4,000  00 

Steam  plant, 10,030  07 

Electric  plant 24,129  09 

Construction 522  45 

Due  for  electric  light  and  power, 261  61 

Fuel  on  hand, 105  75 

Oil  and  waste  on  hand, 40  00 

Incandescent  lamps  on  hand 350  20 

Other  electric  materials  on  hand, ,        766  53 

Sundry  accounts  due  the  company, 421  44 

Cash  on  hand 636  08 


Total  assets,  as  per  books  of  the  company $41,263  22 


Liabilities. 


Capital  stock $30,000  00 

Bonds  issued, 8,000  00 

Notes  payable, 2,000  00 

Unpaid  bills, 904  89 


Total  liabilities,  as  per  books  of  the  company, $40,904  89 

Profit  and  loss  balance, 358  33 

$41,263  22 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $119  42 

Balance  of  electric  manufacturing  account,      .        .        .  61123 

Interest  paid .        .  $372  32 

Balance  June  30,  1891, 358  33 

$730  65  $730  65 
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GREENFIELD   GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, ■ .  $44,608  47 

Street  mains, 4,299  27 

Meters, 1,513  71 

Due  for  gas, 832  33 

Gas  coal  on  hand, _,  250  00 

Tar  on  hand, 35  00 

Enrichers  on  hand, 120  00 

Purifying  materials  on  hand, 80  10 

Other  gas  materials  on  hand,    '. 96  54 

Stoves  on  hand, 


,} 


Gas  fixtures  on  hand,  r 

Sundry  accounts  due  the  company, 188  98 

Cash  on  hand 36  43 

Total  assets,  as  per  books  of  the  company, $52,237  70 

Profit  and  loss  balance 103  11 

$52,340  81 
Liabilities. 

Capital  stock, " .  $50,000  00 

Notes  payable 1,500  00 

Amount  due  from  the  company,  not  included  above,      .        .        .        .  840  81 

Total  liabilities,  as  per  books  of  the  company,         ....      $52,340  81 

Profit  and  Loss  Account. 

Balance  June  30,  1890,      . 

Balance  of  gas  manufacturing  account, 

Dividends  declared,   .... 

Interest  paid, 

Depreciation, 

Balance  June  30,  1891, 

>-  $1,328  80        $1,328  80 


Dk. 

Ck. 

$1,031  70 

$1,225  69 

120  00 

104  44 

72  66 

103  11 

HAVERHILL  ELECTRIC   COMPANY. 

Assets. 

Electric  plant, $130,310  18 

Due  for  electric  light  and  power, 5,835  92 

Globes  on  hand,         .        .        .        . 2,465  17 

Sundry  accounts  due  the  company 89  80 

Cash  on  hand, 2,038  79 

Total  assets,  as  per  books  of  the  company, $140,739  86 

Liabilities. 

Capital  stock $85,000  00 

Notes  payable, 35,500  00 

Unpaid  bills, 3,751  31 

Total  liabilities,  as  per  books  of  the  company, ......  $124,251  31 

Profit  and  loss  balance '  .  16,488  55 

$140,739  86 
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Profit  and  Loss  Account. 


Balance  June  30,  1890,       .... 
Balance  of  electric  manufacturing  account, 

Rents, 

Dividends  declared, 

Interest  paid,      ...... 

Balance  June  30,  1891,      .... 


Dr. 

Cr. 

$9,913  04 

13,813  83 

663  04 

$6,800  00 

1,101  36 

16,488  55 

$24,389  91 

$24,389  91 

HAVERHILL  GAS  LIGHT  COMPANY. 

Assets. 

Machinery  and  manufacturing  appliances,       .......  $130,330  89 

Street  mains, 29,621  71 

Meters, 6,775  31 

Due  for  gas, 8,224  13 

Gas  coal  on  hand 8,259  58 

Coke  on  hand 315  00 

Tar  on  hand, 3,000  00 

Enrichers  on  hand 216  30 

Purifying  materials  on  hand, 500  00 

Lungren  lamps, 3,350  42 

Sundry  accounts  due  the  company 1,808  29 

Cash  on  hand, 5,095  35 

Investments, 18,400  00 

Total  assets,  as  per  books  of  the  company, $215,896  98 

Liabilities. 

Capital  stock, $75,000  00 

Notes  payable, 42,500  00 

Unpaid  bills 4,514  25 

Total  liabilities,  as  per  books  of  the  company, $122,014  25 

Profit  and  loss  balance, 93,882  73 

$215,896  98 
Profit  and  Loss  Account. 

dr.  Cr. 

Balance  June  30,  1890, $68,772  46 

Balance  of  gas  manufacturing  account,    ....  33,726  02 

Interest  received 503  00 

Dividends  declared $7,500  00 

Interest  paid •  .  1,618  75 

Balance  June  30,  1891, 93,882  73 

$103,001  48  $103,001  48 


HUDSON   ELECTRIC    LIGHT  COMPANY. 
Assets. 

Steam  plant $1,365  77 

Electric  plant 6,772  63 

Lines,  meters,  lamps  and  globes, .        .  8,427  20 
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Due  for  electric  light  and  power $291  18 

Cash  on  hand, 605  81 

Investments 5,875  00 

Total  assets,  as  per  books  of  the  company f  23,337  59 

Liabilities. 

Capital  stock, $15,000  00 

Notes  payable,' 7,000  00 

Total  liabilities,  as  per  books  of  the  company $22,000  00 

Profit  and  loss  balance, 1,337  59 

$23,337  59 
Profit  and  Loss  Account. 

Dr.  Ch. 

Balance  June  30,  1890, $445  16 

Balance  of  electric  manufacturing  account,     .        .        .  1,266  29 

Oil  lamps 520  00 

Interest  paid, .        .  $373  86 

Oil  lamps, 520  00 

Balance  June  30,  1891 1,337  59 

$2,231  45  $2,231  45 


HYDE   PARK  ELECTRIC  LIGHT   COMPANY. 

Assets. 

Real  estate, $13,926  73 

Steam  plant 32,042  75 

Electric  plant, 49,952  06 

Lines,  meters,  lamps  and  globes, 42,510  49 

Patent  rights, .  20,250  50 

Due  for  electric  light  and  power, 2,071  50 

Fuel  on  hand, 380  00 

Carbons  on  hand, 20  00 

Oil  and  waste  on  hand, '.  21  05 

Incandescent  lamps  on  hand, 321  00 

Globes  on  hand, 17  50 

Taxes  paid, 341  42 

Unexpired  insurance, 239  60 

Horses,  wagons,  etc 128  00 

Sundry  accounts  due  the  company 908  24 

Office  furniture 60  30 

Cash  on  hand, 1,163  30 

Notes  receivable, 745  70 

Total  assets,  as  per  books  of  the  company, $165,100  14 

Liabilities. 

Capital  stock, $100,000  00 

Bonds  issued, 50,000  00 

Notes  payable, 4,277  96 

Unpaid  bills 5,362  25 

Total  liabilities,  as  per  books  of  the  company, $159,640  21 

Profit  and  loss  balance, 5,459  93 

$165,100  14 
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Profit  and  Loss  Account. 

Balance  June  30,  1890,      . 

Balance  of  electric  manufacturing  account, 

Jobbing, 

Dividends  declared, 

Interest  paid, 

Balance  June  30,  1891, 


Dr. 

Cr. 

$3,480  56 

4,324  68 

1,993  90 

$1,500  00 

2,839  21 

5,459  93 

),799  14 


IPSWICH   GAS  LIGHT  COMPANY. 
Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances,       .... 

Street  mains, 

Meters, 

Due  for  gas, 

Coal  on  hand, 

Oil  on  hand, 

Total  assets,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


Liabilities. 

Capital  stock, 

Bonds  issued, 

Notes  payable, 

Unpaid  bills, 

Amounts  due  from  the  company,  not  included  above, 

Total  liabilities,  as  per  books  of  the  company, 

Profit-  and  Loss  Account. 


Balance  June  30,  1890, 
Balance  of  gas  manufacturing  account, 
Error  in  bills  payable  June  30,  1890, 
Other  items  of  income, 

Interest  paid, 

Balance  June  30,  1891, 


Dr. 
$15,445  09 


511  00 


?,799  14 


$3,700  00 

2,000  00 

5,100  00 

1,800  00 

157  62 

60  00 

100  00 

$12,917  62 
13,502  44 

$26,420  06 

$16,000  00 
8,000  00 

747  82 
1,354  10 

318  14 

$26,420  08 
Cr. 

$1,029  87 

1,229  68 

194  10 

13,502  44 


$15,956  09   $15,956  09 


JAMAICA  PLAIN  GAS   LIGHT   COMPANY. 
Assets. 

Real  estate, 1 

Machinery  and  manufacturing  appliances,   I  now  oqq  q/ 

Street  mains, 

Meters, J 

Due  for  gas, 8,828  61 

Gas  coal  on  hand, 9,404  50 

Coke  on  hand 50  00 

Enrichers  on  hand, 240  00 

Other  gas  materials  on  hand, 2,190  60 

Horses,  wagons,  etc., 200  00' 

Sundry  accounts  due  the  company, 1,711  95 

Office  furniture, 750  00 

Cash  on  hand, 4,911  36 

Investments,      .        .        . .        .  3,134  20 

Total  assets,  as  per  books  of  the  company, $298,715  16 
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Liabilities. 

Capital  stock $200,000  00 

Notes  payable, 42,500  00 

Unpaid  bills 1,985  29 

Deposits, 286  40 

Total  liabilities,  as  per  books  of  the  company $244,77169 

Profit  and  loss  balance 53,943  47 


3,715  16 
Profit  and  Loss  Account. 

Dr.  Ck. 

Balance  June  30, 1890 $51,507  98 

Balance  of  gas  manufacturing  account,   ....  23,136  15 

Rents 81  00 

Dividends  declared $18,000  00 

Interest  paid, 1,948  25 

Depreciation, 363  17 

Other  items, 470  24 

Balance  June  30,  1891, 53,943  47 

$74,725  13      $74,725  13 


LAWRENCE   GAS   COMPANY. 

Assets. 

Real  estate  (gas) 

Machinery  and  manufacturing  appliances  (gas),   I  -  .„.  1Q_  _„ 

Street  mains  (gas) 

Meters  (gas), J 

Due  for  gas, 8,009  74 

Gas  coal  on  hand • 29,496  41 

Coke  on  hand 512  00 

Tar  on  hand, 1,155  00 

Enrichers  on  hand 1,607  24 

Purifying  materials  on  hand, 2,235  65 

Other  gas  materials  on  hand, 10,329  02 

Aqua  ammonia, 3,075  11 

Stoves  on  hand, 436  72 

Gas  fixtures  on  hand, 8,502  27 

Unexpired  insurance, 400  00 

Steam  plant  (electric) 15,262  88 

Electric  plant, 27,079  55 

Lines,  meters,  lamps  and  globes, 33,664  57 

Rents 175  00 

Due  for  electric  light  and  power, 2,147  66 

Fuel  on  hand  (electric  light) 6,398  02 

Carbons  on  hand, 66  00 

Oil  and  waste  on  hand, 68  30 

Globes  on  hand, 51  00 

Other  electric  materials  on  hand, 458  72 

Suspense  account,  new  work,   .         . 8,822  71 

Edison  electric  plant, 114,493  85 

Sundry  accounts  due  the  company 303  44 

Expense, 800  00 

Cash  on  hand 3,935  31 

Interest 250  00 

Total  assets,  as  per  books  of  the  company, $763,841  96 
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Liabilities. 

Capital  stock $500,000  00 

Bonds  issued, 125,000  00 

Notes  payable 75,000  00 

Unpaid  bills, 9,879  12 

Total  liabilities,  as  per  books  of  the  company,         ....  $709,879  12 

Profit  and  loss  balance, 53,962  84 

$763,841  96 

Profit  and  Loss  Account. 

dr.  Cr. 

Balance  June  30,  1890, $63,075  08 

Balance  of  gas  manufacturing  account,     ....  27,903  25 

Balance  of  electric  manufacturing  account,      .        .        .  7,196  96 

Rents, 398  67 

Other  items  of  income, 520  87 

Dividends  declared $40,000  00 

Interest  paid, 4,831  99 

Other  items 300  00 

Balance  June  30,  1891 53,962  84 

$99,394  83  $99,394  83 


LEE  ELECTRIC   COMPANY. 


Assets. 


iances  (gas), 


Real  estate  (gas), 

Machinery  and  manufacturing  appl 

Street  mains  (gas),    . 

Meters  (gas),     . 

Due  for  gas, 

Gas  coal  on  hand, 

Real  estate  (electric), 

Steam  plant  (electric), 

Electric  plant,    . 

Lines,  meters,  lamps  and  globes, 

Fuel  on  hand  (electric  light), 

Oil  and  waste  on  hand, 

Incandescent  lamps  on  hand, 

Other  electric  materials  on  hand, 

Horses,  wagons,  etc., 

Sundry  accounts  due  the  company 


Total  assets,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


$1,500  00 

2,215  88 

4,000  00 

685  85 

34  50 

16  75 

4,500  58 

4,488  74 

8,867  77 

14,718  70 

103  60 

27  20 

221  80 

82  18 

150  00 

1,021  56 

$42,635  11 
229  38 

$42,864  49 


Liabilities. 


Capital  stock, 
Bonds  issued, 
Notes  payable, 
Unpaid  bills, 


Total  liabilities,  as  per  books  of  the  company, 


$20,000  00 

15,000  00 

1,242  52 

6,621  97 

$42,864  49 
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Profit  and  Loss  Account. 

Balance  June  30,  1890, 

Balance  of  gas  manufacturing  account,    .... 
Balance  of  electric  manufacturing  account, 

Wiring, 

Interest  paid,     ......... 

Balance  June  30,  1891 


Dr. 

Cr. 

$472  43 

foil  52 

42  54 

348  54 

496  29 

229  38 

1,050  35        $1,050  35 


LEICESTER  ELECTRIC   COMPANY. 

Assets. 

Real  estate, -     .  $4,500  00 

Electric  plant 16,132  68 

Due  for  electric  light  and  power, 1,041  31 

Fuel  on  hand, 15  00 

Oil  and  waste  on  hand, 15  55 

Tools  and  electric  materials  on  hand, 113  60 

Cash  on  hand, 17  52 

Water  wheel, 1,516  82 

Total  assets,  as  per  books  of  the  company, $23,352  48 

Profit  and  loss  balance, 7,473  80 

$30,826  28 
Liabilities. 

Capital  stock, $4,000  00 

Notes  payable, 21,209  45 

Unpaid  bills, 5,616  83 

Total  liabilities,  as  per  books  of  the  company, $30,826  28 

Profit  and  Loss  Account. 

dr.  Cr. 

Balance  June  30,  1890, $5,923  99 

Balance  of  electric  manufacturing  account,      .        .        .  $125  66 

Other  items  of  income, 5  55 

Interest  paid, 881  27 

Depreciation, 799  75 

Balance  June  30,  1891 7,473  80 

$7,605  01  $7,605  01 


LEOMINSTER    ELECTRIC  LIGHT  AND    POWER    COMPANY. 

Assets. 

Real  estate,                                .  ' $10,455  24 

Steam  plant 9,547  33 

Electric  plant 17,210  38 

Lines,  meters,  lamps  and  globes, 41,957  83 

Franchise 10,000  00 

Due  for  electric  light  and  power, 1,121  41 

Fuel  on  hand, 173  00 

Carbons  on  hand, °  40  00 

Oil  and  waste  on  hand, 57  50 

Incandescent  lamps  on  hand, 160  20 

Globes  on  hand, 3  50 
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Other  electric  materials  on  hand, $239  46 

Horses,  wagons,  etc., 59  50 

Sundry  accounts  due  the  company, 340  76 

Office  furniture, 33  15 

Cash  on  hand 1,056  06 

Notes  receivable, 20  00 

Unexpired  insurance,  interest  and  taxes, 912  76 

Total  assets,  as  per  books  of  the  company $93,388  08 

Profit  and  loss  balance, 1,078  12 

$94,466  20 
Liabilities. 

Capital  stock, $50,000  00 

Notes  payable, 38,775  04 

Unpaid  bills, 5,691  16 

Total  liabilities,  as  per  books  of  the  company,         ....  $94,46620 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890 $436  92 

Balance  of  electric  manufacturing  account,      .        .        .  $82  81 

Interest  paid, 724  01 

Balance  June  30,  1891 1,078  12 

$1,160  93  $1,160  93 


LEOMINSTER  GAS   LIGHT  COMPANY. 

Assets. 


Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters, 


Due  for  gas,       .... 
Enrichers  on  hand,    .        .        .        . 
Sundry  accounts  due  the  company, 
Cash  on  hand,    .... 
Notes  receivable,       .        .     -  . 


:8,054  47 

1,945  53 
1,161  55 

168  30 

31  80 

971  94 

1,200  00 


Total  assets,  as  per  books  of  the  company, $53,533  59 


Liabilities. 
Capital  stock, $50,000  00 


Total  liabilities,  as  per  books  of  the  company, , 
Profit  and  loss  balance, 


Profit  and  Loss  Account. 


Balance  June  30,  1890, 

Balance  of  gas  manufacturing  account, 

Rents, 

Other  items  of  income, 

Dividends  declared,  . 

Construction  charged  off, 

Other  items, 

Balance  June  30,  1891, 


$50,000  00 
3,533  59 


5,533  59 


Dr. 

Cr. 

$2,029  39 

2,431  27 

78  00 

52  43 

$1,000  00 

54  75 

2  75 

3,533  59 

$4,591  09        $4,591  09 
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LEXINGTON   GAS  LIGHT  COMPANY. 
Assets. 

Real  estate, $1,514  95 

Machinery  and  manufacturing  appliances, 21,523  73 

Street  mains, 6,692  15 

Meters, 633  87 

Due  for  gas, 613  95 

Tar  on  hand, 27  50 

Enrichers  on  hand, 20  00 

Cash  on  hand, 1,132  42 

Notes  receivable, 546  00 

Total  assets,  as  per  books  of  the  company $32,704  57 

Liabilities. 

Capital  stock, $20,000  00 

Notes  payable, 67  00 

Unpaid  bills, 244  50 

Total  liabilities,  as  per  books  of  the  company,         ....  $20,311  50 

Profit  and  loss  balance, 12,393  07 

$32,704  57 

Profit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30,  1890, $11,329  10 

Balance  of  gas  manufacturing  account,    ....  1,58385 

Interest  received, 7  94 

Rents, 10  00 

Other  items  of  income, 62  18 

Dividends  declared, $600  00 

Balance  June  30,  1891, 12,393  07 

$12,993  07  $12,993  07 


LOWELL    ELECTRIC    LIGHT  CORPORATION. 
Assets. 

Real  estate $26,954  67 

Steam  plant, 96,824  95 

Electric  plant 108,642  48 

Liues,  meters,  lamps  and  globes, 210,350  25 

Inside  wiring, 6,212  60 

Due  for  electric  light  and  power 9,424  63 

Fuel  on  hand, 2,295  00 

Carbons  on  hand, 406  00 

Oil  and  waste  on  hand, 260  00 

Incandescent  lamps  on  hand, 265  50 

Globes  on  hand 53  75 

Other  electric  materials  on  hand, 5,966  78 

Horses,  wagons,  etc., 485  00 

Cash  on  hand, 1,372  24 

Notes  receivable, 17,488  00 

Total  assets,  as  per  books  of  the  company, $487,001  85 
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Liabilities. 

Capital  stock, $274,600  00 

Notes  payable 140,090  23 

Unpaid  bills, 48,552  65 

Total  liabilities,  as  per  books  of  the  company, $463,242  88 

Profit  and  loss  balance, 23,758  97 


Profit  and  Loss  Account. 


Balance  June  30,  1890,      .... 
Balance  of  electric  manufacturing  account, 
Omitted  from  assets  June  30,  1890,  . 
Other  items  of  income, 
Dividends  declared,  .... 

Interest  paid, 

Omitted  from  liabilities  June  30,  1890, 
Balance  June  30,  1891,      . 


$487,001  85 

Dr. 

Cr. 

$35,346  98 

13,691  19 

6,653  82 

385  00 

$16,878  00 

5,228  49 

10,211  53 

23,758  97 

$56,076  99      $56,076  99 


LOWELL  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, ] 

Machinery  and  manufacturing  appliances,  m.n.  „„„  „„ 

J  o    rr  ii $42o,000  00 

Street  mams, 

Meters, J 

Due  for  gas 2,247  65 

Gas  coal  on  hand, 31,913  69 

Coke  on  hand, 917  00 

Tar  on  hand, 2,500  00 

Enrichers  on  hand, 153  80 

Purifying  materials  on  hand, 90  00 

Stoves  on  hand, 13,250  00 

Cash  on  hand, 6,730  36 

Investments, 75,000  00 

Total  assets,  as  per  books  of  the  company $557,802  50 

Liabilities. 

Capital  stock, $500,000  00 

Notes  payable, 30,000  00 

Total  liabilities,  as  per  books  of  the  company,          ....    $530,00000 
Profit  and  loss  balance 27,802  50 

$557,802  50 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $48,801  72 

Balance  of  gas  manufacturing  account,   ....  83,842  08 

Rents, 3,496  96 

Dividends  declared, $60,000  00 

Interest  paid 2,053  55 

Construction  charged  off, 27,832  23 

Depreciation, 18,452  48 

Balance  June  30,  1891,      . 27,802  50 

$'36,140  76     $136,140  76 
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LYNN  GAS  AND  ELECTRIC   COMPANY. 
Assets. 

Real  estate  (gas) , $180,00000 

Machinery  and  manufacturing  appliances  (gas),  ") 

Street  mains  (gas),    ......>-         ....  120,00000 

Meters, ) 

Due  for  gas, 17,133  24 

Gas  coal  on  hand, 10,310  87 

Coke  on  hand, 160  00 

Tar  on  hand, 500  00 

Stoves  on  hand, 109  91 

Real  estate  (electric), 24,122  79 

Steam  plant  (electric),       .        . 40,701  71 

Electric  plant, 50,085  18 

Lines,  meters,  lamps  and  globes, 77,739  36 

Patent  rights, 15,000  00 

Due  for  electric  light  and  power, 11,187  63 

Carbons  on  hand, 279  00 

Incandescent  lamps  on  hand, 184  00 

Sundry  accounts  due  the  company, .        .        .        .        .        .        .        .  1,279  95 

Cash  on  hand, 1,020  62 

New  construction, 6,147  21 


Total  assets,  as  per  books  of  the  company, $555,961  47 


Liabilities. 

Capital  stock $375,000  00 

Notes  payable 103,500  00 

Unpaid  bills, 19,150  10 

Deposits 80  66 

Unpaid  dividends, 625  00 

Total  liabilities,  as  per  books  of  the  company, $498,355  76 

Profit  and  loss  balance,     ...» 57,605  71 


Profit  and  Loss  Account. 

Dk. 

Balance  June  30,  1890, 

Balance  of  gas  manufacturing  account,    .... 
Balance  of  electric  manufacturing  account,     . 

Rents, 

Dividends  declared, $33,750  00 

Interest  paid 4,662  86 

Gas  construction  charged  off,    .....        .  24,768  31 

Electric  construction  charged  off, 10,000  00 

Electric  depreciation 10,000  00 

Balance  June  30,  1891, 57,605  71 


$555,961  47 

Cr. 

$59,172  18 

40,626  99 

39,430  71 

1,557  00 

$140,786  88    $140,786  88 
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MALDEN  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $10,500  00 

Steam  plant, "| 

Electric  plant, [     '        '  218,268  37 

Lines,  meters,  lamps,  globes  and  construction  supplies, .        . ) 

Patent  rights, 55,000  00 

Due  for  electric  light  and  power, 7,106  60 

Fuel  on  hand, 82  50 

Carbons  on  hand, 171  00 

Oil  and  waste  on  hand, 72  98 

Incandescent  lamps  on  hand 150  00 

Other  electric  materials  on  hand, 66  00 

Horses,  wagons,  etc., 1,200  00 

Sundry  accounts  due  the  company, 2,477  63 

Office  furniture, 190  00 

Cash  on  hand, 2,496  17 

Investments, 5,500  00 

Total  assets,  as  per  books  of  the  company, $303,28125 

Liabilities. 

Capital  stock $145,100  00 

Bonds  issued, 100,000  00 

Notes  payable, 36,099  17 

Unpaid  bills,      ............  2,655  23 

Total  liabilities,  as  per  books  of  the  company,         ....  $283,854  40 

Profit  and  loss  balance,     ..........  19,426  85 


Profit  and  Loss  Account. 

Dr. 

Balance  June  30,  1890, 

Balance  of  electric  manufacturing  account,      . 

Dividends  declared $10,690  00 

Interest  paid, 6,000  00 

Balance  June  30,  1891,       .......  19,426  85 


,116  85 


$303,281  25 

Cr. 

$11,513  99 

24,602  86 


3,116  85 


MALDEN   AND  MELROSE   GAS  LIGHT   COMPANY. 


Assets. 
Real  estate, 
Street  mains, 
Due  for  gas, 
Gas  coal  on  hand, 
Coke  on  hand,    . 
Tar  on  hand, 

Purifying  materials  on  hand, 
Other  gas  materials  on  hand, 
Stoves  on  hand, 

Sundry  accounts  due  the  company, 
Cash  on  hand,  .... 

Total  assets,  as  per  books  of  the  company, 


$242,612  70 

3,264  79 

13,944  68 

7,031  98 

90  00 

1,800  00 

96  25 

28,026  04 

3,153  73 

4,174  37 

172  04 

$304,366  58 
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Liabilities. 

Capital  stock, $220,000  00 

Notes  payable, 7,753  41 

Unpaid  bills, 104  90 

Unpaid  dividends, 1,007  50 

Contingent  fund, 12,625  00 

Sundry  accounts 1,084  66 

Total  liabilities,  as  per  books  of  the  company,         ....  $242,575  47 

Profit  and  loss  balance 61,791  11 

$304,366  58 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $51,687  7-6 

Balance  of  gas  manufacturing  account,    ....  29,084  99 

Interest  received, 413  96 

Other  items  of  income 188  60 

Dividends  declared, $17,600  00 

Interest  paid, 238  19 

Other  items, 1,746  01 

Balance  June  30,  1891, 61,791  11 

$81,375  31  $81,375  31 


MANUFACTURERS'   GAS  LIGHT   COMPANY    (FALL  RIVER). 

Assets. 

Real  estate, 1 

Machinery  and  manufacturing  appliances,  I 

Street  mains $49,804  99 

Meters, J 

Due  for  gas, 955  48 

Gas  coal  on  hand,     .... 900  00 

Coke  on  hand, 100  00 

Tar  on  hand, 51  00 

Enrichers  on  hand, 320  00 

Cash  on  hand, 2,297  90 

Total  assets,  as  per  books  of  the  company, $54,429  37 

Liabilities. 

Capital  stock $50,000  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $50,000  00 

Profit  and  loss  balance, 4,429  37 

$54,429  37 
Profit  and  Loss  Account. 

Dr.  Or. 

Balance  June  30,  1890, $2,732  89 

Balance  of  gas  manufacturing  account 6,724  83 

Rents 51  65 

Dividends  declared,  .        . $5,000  00 

Depreciation 80  00 

Balance  June  30,  1891,       .        .     - 4,429  37 

$9,509  37  $9,509  37 
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MARBLEHEAD   GAS  AND   ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $5,652  41 

Machinery  and  manufacturing  appliances, 18,642  94 

Street  mains, 10,500  00 

Meters 1.607  25 

Due  for  gas, 1>261  14 

Gas  coal  on  hand, 1.615  34 

Coke  on  hand, 60  00 

Tar  on  hand 20  00 

Other  gas  materials  on  hand 214  91 

Stoves  on  hand, 100  06 

Office  furniture, 200  00 

Cash  on  hand, 83  26 

Investments, 100  00 

Total  assets,  as  per  books  of  the  company, $40,057  31 

Profit  and  loss  balance, •     '  •  8,061  79 

$48,119  10 
Liabilities. 

Capital  stock $40,000  00 

Notes  payable 6,200  00 

Unpaid  bills,      .        . 1,919  10 

Total  liabilities,  as  per  books  of  the  company,         ....  $48,119  10 

Profit  and  Loss  Account. 

Balance  June  30,  1890, 

Balance  of  gas  manufacturing  account,   . 

Rents,         . 

Interest  paid, 

Balance  June  30,  1891,      . 

$8,933  97  $8,933  97 


Dr. 

Ck. 

$8,698  97 

$610  93 

261  25 

235  00 

8,061  79 

MARLBOROUGH  ELECTRIC    COMPANY. 

Assets. 

Real  estate, $4,682  13 

Steam  plant, 10,062  40 

Electric  plant, 28,895  24 

Lines,  meters,  lamps  and  globes, 19,747  36 

Due  for  electric  light  and  power 698  47 

Fuel  on  hand, 179  00 

Carbons  on  hand 54  00 

Oil  and  waste  on  hand, 38  25 

Incandescent  lamps  on  hand, 98  23 

Globes  on  hand,         • 32  08 

Cash  on  hand, 748  39 

Total  assets,  as  per  books  of  the  company, $65,235  55 
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Liabilities. 

Capital  stock $30,000  00 

Bonds  issued, 22,000  00 

Notes  payable, 5,500  00 

Unpaid  bills 1,343  92 

Total  liabilities,  as  per  books  of  the  company,         ....  $58,843  92 

Profit  and  loss  balance 6,391  63 

$65,235  55 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890 $3,733  59 

Balance  of  electric  manufacturing  account,     .        .        .  5,063  86 

Dividends  declared, $900  00 

Interest  paid, 1,505  82 

Balance  June  30,  1891, 6,391  63 

$8,797  45  $8,797  45 


MARLBOROUGH  GAS  LIGHT   COMPANY. 

Assets. 

Real  estate, $5,590  00 

Machinery  and  manufacturing  appliances, 53,507  51 

Street  mains 7,702  98 

Meters,        .                1,247  23 

Due  for  gas 1,142  87 

Gas  coal  on  hand 3,243  81 

Purifying  materials  on  hand,    .........  30  96 

Other  gas  materials  on  hand, 194  03 

Stoves  on  hand,         .     *»  l  „„_  gl 

Gas  fixtures  on  hand,     f  ' 

Sundry  accounts  due  the  company, 314  20 

Cash  on  hand 2,252  12 


Total  assets,  as  per  books  of  the  company $76,853  32 

Liabilities. 

Capital  stock, $50,000  00 

Notes  payable,  .                20  15 

Unpaid  bills, ■     ■  978  21 

Total  liabilities,  as  per  books  of  the  company,         ....  $50,998  36 

Profit  and  loss  balance, 25,854  96 

$76,853  32 

Profit  and  Loss  Account. 

dr.  Cr. 

Balance  June  30,  1890 $24,516  66 

Balance  of  gas  manufacturing  account,   ....  1,324  81 

Other  items  of  income ■  48  38 

Sundry  items, $34  89 

Balance  June  30,  1891 25,854  96 

$25,889  85  $25,889  85 
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MIDDLE  BOROUGH  GAS  AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate  (gas), $11,00000 

Machinery  and  manufacturing  appliances  (gas), 14,717  02 

Street  mains  (gas), 8,023  55 

Meters  (gas), 3>24?  74 

Due  for  gas, 8  44 

Other  gas  materials  on  hand .  113  70 

Stoves  on  hand, 39  20 

Real  estate  (electric)  and  water  power,    .......  16,875  71 

Steam  plant  (electric), 51,669  29 

Electric  plant 26,360  58 

Lines,  meters,  lamps  and  globes, 28,729  85 

Franchise 4,530  52 

Due  for  electric  light  and  power, 9  00 

Carbons  on  hand ,•  77  50 

Oil  and  waste  on  hand, 21  80 

Incandescent  lamps  on  hand, 575  00 

Globes  on  hand, 5  25 

Sundry  accounts  due  the  company, 1»528  95 

Office  furniture, 16  75 

Cash  on  hand 131  10 

Tools, 68  36 

Total  assets,  as  per  books  of  the  company $167,749  31 

Profit  and  loss  balance, 9>947  32 

$177,696  63 

Liabilities. 

Capital  stock, $80,000  00 

Bonds  issued, 80>000  00 

Unpaid  bills, 16>096  63 

Interest  due  but  not  paid, 1,600  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $177,696  63 

Profit  and  Loss  Account. 

Dk.  Cr. 

Balance  June  30,  1890 $4,040  36 

Balance  of  gas  manufacturing  account,    ....  121  56 

Balance  of  electric  manufacturing  account,      .        .        .  1,754  99 

Interest  received,       .        .        .  „      .        .        .        .        .  4,050  00 

Sundry  items $ l9  59 

Balance  June  30,  1891 9>9*7  32 

$9,966  91  $9,966  91 


MILFORD    ELECTRIC   LIGHT  AND  POWER   COMPANY. 

Assets. 
Real  estate,  ....       "1 

Steam  plant,         ••'.■    i      ....     m       [        ...   .  $52,327  67 

Electric  plant,  J 

Lines,  meters,  lamps  and  globe,  J 

Due  for  electric  light  and  power,      ........  1,79564 

Fuel  on  hand, 485  98 

Carbons  on  hand 35  70 
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Oil  and  waste  on  hand, $26  75 

Incandescent  lamps  on  hand, )  „„,  „. 
Globes  on  hand,                      J 

Tools, 1,002  73 

Sundry  accounts  due  the  company, 475  13 

Cash  on  hand, 298  72 

"Unexpired  insurance, 303  11 

Total  assets,  as  per  books  of  the  company, $57,042  44 

Liabilities. 

Capital  stock $40,000  00 

Notes  payable,  .                14,500  00 

Unpaid  bills 1,338  39 

Reserve  fund 219  89 

Total  liabilities,  as  per  books  of  the  company,         ....  $56,058  28 

Profit  and  loss  balance, 984  16 

.  $57,042  44 
Profit  and  Loss  Account. 

dr.  Cr. 

Balance  June  30,  1890 $1,019  89 

Balance  of  electric  manufacturing  account,     .        .        .  1,275  58 

Other  items  of  income, $143  46 

Dividends  declared, 800  00 

Interest  paid, 434  88 

Reserve  fund 219  89 

Balance  June  30,  1891, 984  16 

$2,438  93  $2,438  93 


MILFORD   GAS  LIGHT   COMPANY. 

Assets. 

Real  estate, „  $3,450  00 

Machinery  and  manufacturing  appliances, 64,366  61 

Street  mains 31,596  74 

Meters, 2,500  00 

Due  for  gas 1,356  52 

Gas  coal  on  hand, 3,794  94 

Coke  on  hand, 195  00 

Tar  on  hand, 668  50 

Purifying  materials  on  hand, 58  00 

Other  gas  materials  on  hand, 408  75 

Stoves  on  hand, 168  76 

Gas  fixtures  on  hand, 1,500  00 

Sundry  accounts  due  the  company 124  34 

Office  furniture, 50  00 

Cash  on  hand, 3,049  39 

Total  assets,  as  per  books  of  the  company, $113,287  55 

Liabilities. 

Capital  stock, $72,300  00 

Unpaid  bills 58  43 

Unpaid  dividends, 3,615  00 

Depreciation  fund, 35,800  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $111,77343 

Profit  and  loss  balance, 1 ,514  12 

$113,287  55 
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Profit  and  Loss  Account. 

Balance  June  30,  1890, 

Balance' of  gas  manufacturing  account,    .... 

Dividends  declared, 

Depreciation 

To  depreciation  fund, » 

Balance  June  30,  1891, 


Dr. 

Cr. 

$7,877  79 

8,476  24 

$7,230  00 

5,609  91 

2,000  00 

1,514  12 

$16,354  03 

$16,354  03 

MILLBURY  ELECTRIC   COMPANY. 
Assets. 

Real  estate $4,511  99 

Steam  plant, 6,293  45 

Electric  plant, 5,100  00 

Lines,  meters,  lamps  and  globes 14,632  79 

Due  for  electric  light  and  power, 1,004  98 

Fuel  on  hand, 746  20 

Other  electric  materials  on  hand 163  05 

Electric  fixtures  on  hand, 662  90 

Cash  on  hand, 425  52 

Tools, 103  00 

Total  assets,  as  per  books  of  the  company, $33,643  88 

Liabilities. 

Capital  stock $15,000  00 

Notes  payable, 16,000  00 

Unpaid  bills, 1,604  01 

Reserve  fund 833  55 

Total  liabilities,  as  per  books  of  the  company,         ....  $33,437  56 

Profit  and  loss  balance, 206  32 

$33,643  88 

Pkofit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890 $367  32 

Balance  of  electric  manufacturing  account,      .        .        .  1,166  32 

Interest  paid, $960  00 

Other  items, 367  32 

Balance  June  30,  1891, 206  32 

$1,533  64  $1,533  64 


MILTON  LIGHT  AND  POWER   COMPANY. 


Assets 


Real  estate,        .... 
Steam  plant,      .... 
Electric  plant,    .... 
Lines,  meters,  lamps  and  globes, 
Fuel  on  hand,    .... 


$5,811  70 
8,258  08 
9,135  44 

19,707  54 
25  00 
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Oil  and  waste  on  hand, $90  00 

Cash  on  hand, 24  14 

Total  assets,  as  per  books  of  the  company, $43,051  90 

Profit  and  loss  balance, 456  75 

$43,508  65 

Liabilities. 

Notes  payable $500  00 

Unpaid  bills 31,320  88 

Deposits, 11,687  77 

Total  liabilities,  as  per  books  of  the  company,         ....  $43,508  65 


NANTUCKET    GAS    LIGHT    COMPANY. 


Assets 


Real  estate,        .... 

Machinery  and  manufacturing  appl 

Street  mains, 

Meters, 

Due  for  gas, 

Gas  coal  on  hand, 

Coke  on  hand,  . 

Tar  on  hand, 

Purifying  materials  on  hand, 

Cash  on  hand,    . 

Notes  receivable, 

Investments, 


Total  assets,  as  per  books  of  the  company, 


$3,000  00 

20,000  00 

9,540  53 

4,000  00 

322  84 

1,381  76 

20  00 

16  00 

9  00 

133  35 

2,000  00 

368  00 

),791  48 


Liabilities. 


Capital  stock, 


$36,000  00 


Total  liabilities,  as  per  books  of  the  company, 

... 

$36,000  00 

4,791  48 

$40,791  48 

Profit  and  Loss  Account. 

Dk. 

Cr. 

Balance  June  30,  1890, 

$5,572  90 

Balance  of  gas  manufacturing  account,    .... 

485  84 

Interest  received, 

139  37 

Other  items  of  income,      ....... 

33  37 

Dividends  declared, 

$1,440  00 

Balance  June  30,  1891,       ....... 

4,791  48 

,231  48 


3,231  48 
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NATICK  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $24,847  73 

Steam  plant, 30,365  17 

Electric  plant, 23,593  03 

Lines,  meters,  lamps  and  globes,      .                        82,415  53 

"Wiring 10,942  19 

Due  for  electric  light  and  power, 1,672  10 

Electric  materials  on  hand,       .........  1,004  82 

Cash  on  hand 253  75 

Total  assets,  as  per  books  of  the  company,       .....  $175,094  32 

Profit  and  loss  balance, 5,170  33 

$180,264  65 
Liabilities. 

Capital  stock, $10,000  00 

Bonds  issued, 35,000  00 

Notes  payable, 49,837  00 

Unpaid  bills,      ............  55,427  65 

Total  liabilities,  as  per  books  of  the  company,         ....  $180,264  6q 

Profit  and  Loss  Account. 

Dr.  Ce. 

Balance  June  30,  1890, $2,898  51 

Balance  of  electric  manufacturing  account,      .        .        ,  $2,141  76. 

Interest  paid, 4,413  58 

Balance  June  30,  1891 3,17033, 

$7,312  09  $7,312.  09, 


NATICK  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $16,670  38 

Machinery  and  manufacturing  appliances,  -i 

Street  mains, I 22,554  59 

Meters, J 

Due  for  gas 1,238  25 

Gas  coal  on  hand, 143  93 

Tar  on  hand, 230  75 

Stoves  on  hand, 827  33 

Gas  fixtures  on  hand, 320  50 

Cash  on  hand, 315  73 

Total  assets,  as  per  books  of  the  company $42,30149. 

Liabilities. 

Capital  stock, $20,000  00' 

Bonds  issued, 8,500  00 

Unpaid  bills, 255  22- 

Total  liabilities,  as  per  books  of  the  company,         ....  $28,755  22 

Profit  and  loss  balance, 13,546  27' 

$42,301  49 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, >  $13,017  10 

Balance  of  gas  manufacturing  account,    ....  1,00067 

Interest  paid, $471  50 

Balance  June  30,  1891, .  13,546  27 

$14,017  77  $14,017  77 
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NEW  BEDFORD   GAS  LIGHT   COMPANY. 
Assets. 

Real  estate  (gas), $164,195  73 

Machinery  and  manufacturing  appliances  (gas), 6,561  87 

Street  mains  and  services  (gas), 135,968  85 

Meters  (gas), 17,474  73 

Due  for  gas, 4,535  83 

Gas  coal  on  hand, 2,796  23 

Coke  on  hand, 1,125  00 

Tar  on  hand, 72  50 

Enrichers  on  hand, 1  20 

Purifying  materials  on  hand, 555  50 

Other  gas  materials  on  hand, 2,937  11 

Stoves  on  hand, 8,988  26 

Gas  and  electric  fixtures  on  hand, 3,536  72 

Real  estate  (electric), 57,763  85 

Steam  plant  (electric) 68,654  38 

Electric  plant,    .        .        .        .     \  212  077  09 
Lines,  meters,  lamps  and  globes,  J 

Patent  rights, 17,000  00 

Due  for  electric  light  and  power 6,857  96 

Fuel  on  hand  (electric  light) 2,842  99 

Carbons  on  hand, 1,478  03 

Oil  and  waste  on  hand, 193  05 

Incandescent  lamps  on  hand, 904  73 

Globes  on  band, 120  47 

Other  electric  materials  on  hand, 15,275  31 

Motors  on  hand, 11,535  00 

Horses,  wagons,  etc., 713  25 

Sundry  accounts  due  the  company, 17,178  24 

Office  furniture 1,585  25 

Cash  on  hand, 1,010  47 

Notes  receivable, 545  29 

Tools  and  supplies 7,284  00 

Total  assets,  as  per  books  of  the  company, $771,768  89 


Liabilities. 

Capital  stock,     . $559,000  00 

Notes  payable, 165,300  00 

Unpaid  bills, 9,704  53 

Deposits, 166  00 

Interest  due  but  not  paid 942  33 

Insurance  fund 2,214  80 

Depreciation  fund, 29,953  78 

Total  liabilities,  as  per  books  of  the  company,         ....  $758,281  44 

Profit  and  loss  balance, •        .        .  13,487  45 

$771,768  89 
Profit  and  Loss  Account. 

Dr.  Ck. 

Balance  June  30,  1890,       ....." $17,322  72 

Balance  of  gas  manufacturing  account, 25,753  45 

Balance  of  electric  manufacturing  account, 19,554  00 

Jobbing  and  fixture  accounts,  .        .        .        .        .        .               .        •  2,948  20 
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Rents, i      .  $342  05 

Other  items  of  income, 171  84 

Dividends  declared, $38,500  00 

Interest  paid, 8,436  01 

Wiring  account 1,268  26 

Depreciation, 1,119  81 

Other  items, 644  99 

Reduction  of  construction  account  for  error,    .        .        .  2,635  74 

Balance  June  30,  1891, 13,487  45 

$66,092  20       $66,092  20 


NEWBURY  PORT   GAS  AND  ELECTRIC   COMPANY. 
Assets. 

Real  estate  (gas) ...  $1,132  43 

Machinery  and  manufacturing  appliances  (gas), 75,000  00 

Street  mains  (gas), 5,169  37 

Meters  (gas), 1,702  71 

Due  for  gas, 3,171  55 

Gas  coal  on  hand, 3,147  45 

Coke  on  hand, 150  00 

Tar  on  hand, 212  50 

Enrichers  on  hand,                   )  „.   „„ 

„     .„  .                .,.,>• lot  00 

Purifying  materials  on  hand,  J 

Other  gas  materials  on  hand, 92  36 

Well, 418  42 

Gas  fixtures  on  hand, 294  42 

Real  estate  (electric) ,  ~\ 

Steam  plant  (electric),  \ 60,000  00 

Electric  plant,    .        .   J 

Lines,  meters,  lamps  and  globes, 12,465  46 

Power  plant 730  03 

Due  for  electric  light  and  power, 2,297  01 

Fuel  on  hand  (electric  light), 135  30 

Carbons  on  hand 60  00 

Oil  and  waste  on  hand, 16  25 

Incandescent  lamps  on  hand, 90  00 

Globes  on  hand, 56  00 

Motors  on  hand, 1,060  25 

Electric  fixtures  on  hand, .  415  00 

Wagons,  tools  and  apparatus, 482  00 

Sundry  accounts  due  the  company, 1,334  05 

Office  furniture 46  22 

Cash  on  hand, 1,747  76 

Total  assets,  as  per  books  of  the  company, $171,577  54 

Liabilities. 

Capital  stock $140,000  00 

Notes  payable 16,000  00 

Unpaid  bills, 358  03 

Unpaid  dividends, 549  50 

Total  liabilities,  as  per  books  of  the  company,         ....  $156,90753 

Profit  and  loss  balance, 14,670  01 

$171,577  54 
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Profit  and  Loss  Account. 


Balance  June  30,  1890,  .... 
Balance  of  gas  manufacturing  account,  . 
Balance  of  electric  manufacturing  account, 

Bad  debts  collected, 

Bents, 

Dividends  declared, 

Interest  paid 

Bad  debts, 

Balance  June  30,  1891,      .... 


Dr. 

Cr. 

$10,882  15 

6,293  30 

6,928  50 

39  12 

200  00 

$ 8,400  00 

1,004  25 

268  81 

14,670  01 

$24,343  07 

$24,343  07 

NEWTON  AND   WATERTOWN  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas), $73,000  00 

Machinery  and  manufacturing  appliances  (gas), 93,255  54 

Street  mains  (gas) 165,973  36 

Meters  (gas), 15,584  08 

Due  for  gas, 20,769  25 

Gas  coal  on  hand, 10,033  17 

Coke  on  hand 330  00 

Tar  on  hand 2,100  00 

Purifying  materials  on  hand, 60  00 

Other  gas  materials  on  hand, 1,350  00 

Stoves  on  hand, 455  17 

Gas  fixtures  on  hand, 1,500  00 

Real  estate  (electric) 20,139  36 

Steam  plant  (electric), 27,057  20 

Electric  plant, 25,257  61 

Lines,  meters,  lamps  and  globes, 74,885  56 

Due  for  electric  light  and  power, 3,644  50 

Fuel  on  hand  (electric  light) 74  25 

Carbons  on  hand, 65  00 

Oil  and  waste  on  hand, 13  50 

Incandescent  lamps  on  hand, 573  56 

Other  electric  materials  on  hand, 2,155  67 

Horses,  wagons,  etc., 318  00 

Sundry  accounts  due  the  company, 4,558  18 

Office  furniture, 447  65 

Cash  on  hand 1,595  90 

Notes  receivable, 234  39 

Investments, 10,395  27 

Total  assets,  as  per  books  of  the  company, $555,826  17 

Liabilities. 

Capital  stock, $200,000  00 

Bonds  issued, 100,000  00 

Notes  payable 61,000  00 

Unpaid  bills, 12,066  02 

Deposits, 60  00 

Unpaid  dividends 928  00 

Contingent  account, 25,000  00 

Total  liabilities,  as  per  books  of  the  company,          ....  $399,054  02 

Profit  and  loss  balance 156,772  15 

$555,826  17 
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Profit  and  Loss  Account. 


Balance  June  30,  1890,       .... 

Balance  of  gas  manufacturing  account,  . 

Balance  of  electric  manufacturing  account, 

Rents,        .... 

Dividends  declared,  . 

Interest  paid, 

Other  items, 

Balance  June  30,  1891, 


Dr.       Cr. 

$128,070  67 
39,536  86 
10,957  50 
1,520  00 
$16,000  00 
5,777  73 
1,535  15 
156,772  15 

$180,085  03  $180,085  03 


NORTH  ADAMS  GAS  LIGHT   COMPANY. 
Assets. 
Real  estate  (gas),      ......     \ 

Machinery  and  manufacturing  appliances  (gas),  >■          ....  $60,00000 

Street  mains  (gas) J 

Meters  (gas), 4,486  80 

Due  for  gas, .  2,145  12 

Gas  coal  on  hand, 687  00 

Enrichers  on  hand, 200  00 

Other  gas  materials  on  hand, 50  00 

Stoves  on  hand,           .  1  ... .  _„ 

Gas  fixtures  on  hand,  J 

Real  estate  (electric),        ..........  5,70000 

Steam  plant  (electric),       ..........  10,00000 

Electric  plant, 7,300  00 

Lines,  meters,  lamps  and  globes,      ........  17,000  00 

Due  for  electric  light  and  power, 793  22 

Carbons  on  hand, 102  00 

Incandescent  lamps  on  hand, 375  00 

Globes  on  hand, 75  00 

Other  electric  materials  on  hand, 1,000  00 

Horses,  wagons,  etc., .  753  50 

Sundry  accounts  due  the  company, 2,449  66 

Office  furniture 885  00 

Cash  on  hand, 368  90 

Notes  receivable, 4,159  26 

Investments, 7,500  00 

Total  assets,  as  per  books  of  the  company, $127,735  19 

Liarilities. 

Capital  stock $50,000  00 

Notes  payable 45,800  00 

Total  liabilities,  as  per  books  of  the  company $95,800  00 

Profit  and  loss  balance, 31,935  19 

$127,735  19 
Profit  and  Loss  Account. 

•                                 Dr.  Cr. 

Balance  June  30,  1890, $25,800  25 

Balance  of  gas  manufacturing  account,    ....  4,91839 

Balance  of  electric  manufacturing  account,      .        .        .  5,536  98 

Dividends  declared, $3,000  00 

Interest  paid, 1,320  43 

Balance  June  30,  1891, 31,935  19 

$36,255  62  $36,255  62 
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NORTHAMPTON  ELECTRIC  LIGHTING   COMPANY. 

Assets. 

Real  estate, $14,108-  43 

Steam  plant,  .  j 38)208  3g 

Electric  plant,  J 

Lines,  lamps  and  globes, "...  29,041  88 

Meters, •  999  27 

Unexpired  insurance, 100  00 

Horses,  wagons,  etc., 285  20 

Sundry  accounts  due  the  company, .  1,244  22 

Office  furniture  and  tools, 182  18 

Cash  on  hand, 990  25 

Total  assets,  as  per  books  of  the  company, $85,159  82 

Liabilities. 

Capital  stock, $58,700  00 

Bonds  issued, 7,000  00 

Notes  payable, 15,951  82 

Unpaid  bills, 819  19 

Total  liabilities,  as  per  books  of  the  company,          ....  $82,471  01 

Profit  and  loss  balance 2,688  81 

$85,159  82 
Profit  and  Loss  Account. 

dr.  Ce. 

Balance  June  30,  1890 $2,538  75 

Balance  of  electric  manufacturing  account,     .        .        .  4,196  60 

Rents 336  50 

Other  items  of  income, 30  91 

Dividends  declared, $2,935  00 

Interest  paid, 1,478  95 

Balance  June  30,  1891,      . 2,688  81 

$7,102  76  $7,102  76 


NORTHAMPTON  GAS  LIGHT   COMPANY. 

Assets. 

Real  estate, $24,900  00 

Machinery  and  manufacturing  appliances, 3,000  00 

Street  mains, 20,000  00 

Due  for  gas ■  1>982  18 

Gas  coal  on  hand, 3,253  77 

Coke  on  hand, 16  50 

Tar  on  hand 46  00 

Enrichers  on  hand, 475  38 

Purifying  materials  on  hand 50  00 

Other  gas  materials  on  hand, 804  70 

Stoves  on  hand, 108  85 

Spent  lime, 20  00 

New  holder  construction, 1,337  75 

Sundry  accounts  due  the  company, 992  84 

Cash  on  hand, 2,445  95 

Investments, ■     •  5,375  50 

Total  assets,  as  per  books  of  the  company, $64,809  42 
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Liabilities. 

Capital  stock, $50,000  00 

Reserve  fund, 5,418  50 

Total  liabilities,  as  per  books  of  the  company,         ....  $55,418  50 

Profit  and  loss  balance 9,390  92 

$64,809  42 
Profit  and  Loss  Account. 

Dr.  Ck. 

Balance  June  30,  1890, $6,290  16 

Balance  of  gas  manufacturing  account,           -\        •        .  4,704  85 

Interest  received 425  01 

Rents, 206  25 

Sale  of  bonds, 2,000  00 

Dividends  declared $4,000  00 

Other  items 235  35 

Balance  June  30,  1891 9,390  92 


$13,626  27      $13,626  27 


NORTH  ATTLEBOROUGH   GAS   LIGHT   COMPANY. 

Assets. 

Real  estate, $47,474  72 

Machinery  and  manufacturing  appliances, 24,981  42 

Street  mains, 27,278  93 

Meters, 4,665  51 

Due  for  gas, 1,290  80 

Gas  coal  on  hand, 3,374  98 

Coke  on  hand, 122  88 

Tar  on  hand 192  52 

Enrichers  on  hand, 310  16 

Purifying  materials  on  hand, 52  75 

Other  gas  materials  on  hand, 554  30 

Stoves  on  hand, 526  37 

Gas  fixtures  on  hand 856  21 

Sundry  accounts  due  the  company, 297  25 

Office  furniture,     , 262  50 

Cash  on  hand, 13,168  6S 


Total  assets,  as  per  books  of  the  company, 


$125,409  98 


Liabilities. 

Capital  stock, $68,100  00 

Bonds  issued 47,670  00 

Unpaid  bills 101  17 

Unpaid  dividends, 2,043  00 

Interest  due  but  not  paid, 715  05 

Total  liabilities,  as  per  books  of  the  company,        ....  $118,629  22 

Profit  and  loss  balance, ■•  6,780  76 


$125,409  98 
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Profit  and  Loss  Account. 


Balance  June  30,  1890, 

Balance  of  gas  manufacturing  account, 

Interest  received,       .... 

Rents,        .        .       . 

Other  items  of  income, 

Dividends  declared,  .... 

Interest  paid, 

Depreciation, 

Other  items, 

Balance  June  30,  1891,       .        .        .   * 


Dk. 

Cr. 

$9,509  65 

11,872  17 

403  94 

209  51 

109  32 

$4,086  00 

2,860  20 

8,303  74 

73  89 

6,780  76 

^22,104  59      $22,104  59 


NORTH  ATTLEBOROUGH  STEAM  AND   ELECTRIC    COMPANY. 

Assets. 

Real  estate, $18,375  00 

Steam  plant, 24,047  00 

Electric  plant 32,001  04 

Lines,  meters,  lamps  and  globes, 36,613  31 

Due  for  electric  light  and  power, 1,510  71 

Fuel  on  hand, 5,242  85 

Carbons  on  hand, 36  00 

Oil  and  waste  on  hand 90  00 

Incandescent  lamps  on  hand, 231  24 

Globes  on  hand,         .                                 9  86 

Other  electric  materials  on  hand,      .                2,650  00 

Motors  on  hand, 3,000  00 

Electric  fixtures  on  hand 513  87 

Sundry  accounts  due  the  company, 2,407  79 

Office  furniture, 52  75 

Cash  on  hand, 398  15 

Notes  receivable, 21  06 

Total  assets,  as  per  books  of  the  company, $127,200  63 

Liabilities. 

Capital  stock, $80,000  00 

Bonds  issued, 30,000  00 

Notes  payable, 9,353  36 

Unpaid  bills !        .  6,374  10 

Amounts  due  from  the  company  not  included  above 930  82 

Total  liabilities,  as  per  books  of  the  company,          ....  $126,658  28 

Profit  and  loss  balance 542  35 

$127,200  63 
Pbofit  and  Loss  Account. 

Dk.  Cr. 

Balance  June  30,  1890 $8,153  11 

Balance  of  electric  manufacturing  account,     .        .        .  1,684  89 

Rents, 325  67 

Dividends  declared $6,160  00 

Interest  paid, 2,515  28 

Depreciation 946  04 

Balance  June  30,  1891, 542  35 

$10,163  67  $10,163  67 
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NORTH  SHORE  ELECTRIC  COMPANY    (REVERE). 
Assets. 

Real  estate, $15,274  65 

Steam  plant 39,774  00 

Electric  plant 86,988  35 

Lines,  meters,  lamps  and  globes, 75,527  25 

Patent  rights 10,000  00 

Due  for  electric  light  and  power, 3,848  08 

Fuel  on  hand, 88  00 

Carbons  on  hand, 20  00 

Oil  and  waste  on  hand,      .                37  20 

Incandescent  lamps  on  hand, 216  10 

Globes  on  hand 28  50 

Other  electric  materials  on  hand, 513  16 

Horses,  wagons,  etc., 320  50 

Sundry  accounts  due  the  company 81  14 

Office  furniture 187  30 

Cash  on  hand, 1,158  32 

Notes  receivable, 276  44 

Unexpired  insurance,  taxes  and  interest, 328  15 

Total  assets,  as  per  books  of  the  company $234,667  12 

Profit  and  loss  balance,     .                323  31 

$234,990  43 
Liabilities. 

Capital  stock, $125,000  00 

Bonds  issued,     . 75,00000 

Notes  payable, 25,269  02 

Unpaid  bills, 7,928  61 

Interest  due  but  not  paid, 1,792  80 

Total  liabilities,  as  per  books  of  the  company, $234,990  43 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890 ,  $481  17 

Revaluation  of  lines, $400  00 

Balance  of  electric  manufacturing  account,      .        .        .  2,009  95 

Construction  charged  twice, 627  39 

Expense  items  charged  twice, 6,013  11 

Interest  paid, 8,892  59 

Balance  June  30,  1891, 323  31 

$9,373  76  $9,373  76 


NORWOOD   GAS  LIGHT   COMPANY. 

Assets. 

Real  estate, $3,000  00 

Machinery  and  manufacturing  appliances,  "t 

c,  .  ?■».....  8,118  57 

Street  mains, J 

Meters, 834  91 

Due  for  gas, 570  30 

Gas  coal  on  hand, 114  00 

Cash  on  hand 519  87 

Total  assets,  as  per  books  of  the  company, $13,157  65 
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Liabilities. 

Capital  stock $12,000  00 

Total  liabilities,  as  per  books  of  the  company $12,000  00 

Profit  and  loss  balance, 1,157  65 

$13,157  65 
Profit  and  Loss  Account. 

Dr.  Ce. 

Balance  June  30, 1890, $932  82 

Balance  of  gas  manufacturing  account,    ....  $31  56 

Other  items  of  income, ■  256  39 

Balance  June  30,  1891,      .......  1,157  65 

$1,189  21  $1,189  21 


ORANGE    ELECTRIC    LIGHT  COMPANY. 

Assets. 

Real  estate, $1,600  00 

Steam  plant, 8,447  89 

Electric  plant, 4,970  40 

Lines,  meters,  lamps  and  globes, 20,032  22 

Due  for  electric  light  and  power, 560  48 

Fuel  on  hand, 286  00 

Carbons  on  hand, 10  00 

Oil  and  waste  on  hand, 28  95 

Ittcandescent  lamps  on  hand, 9  00 

Globes  on  hand, 3  50 

Other  electric  materials  on  hand, 377  15 

Cash  on  hand, 905  00 

Tools Ill  99 

Interest  and  taxes  unexpired 293  04 

Total  assets,  as  per  books  of  the  company, $37,635  62 

Profit  and  loss  balance, 5,267  36 

$42,902  98 
Liabilities. 

Capital  stock, $25,000  00 

Bonds  issued 15,000  00 

Unpaid  bills 2,902  98 

Total  liabilities,  as  per  books  of  the  company, $42,902  98 

Profit  and  Loss  Account. 

Dk.  Ck. 

Balance  June  30,  1890,       . $3,872  66 

Balance  of  electric  manufacturing  account,      ...            .  $1,11809 

Error  in  return  of  previous  year, 1,762  79 

Interest  paid 750  00 

Balance  June  30,  1891,      .        .   ,    .        .        .        .        .  5,267  36 

$6,385  45  $6,385  45 
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PALMER   ELECTRIC   COMPANY. 
Assets. 

Real  estate $6,297  06 

Steam  plant, 11,144  74 

Electric  plant,    .                         18,761  75 

Lines,  meters,  lamps  and  globes, 23,259  65 

Patent  rights .        .        .        .  6,000  00 

Due  for  electric  light  and  power, 2,200  94 

Fuel  on  hand 173  25 

Carbons  on  hand, 15  00 

Oil  and  waste  on  hand, 42  00 

Incandescent  lamps  on  hand, 187  50 

Cash  on  hand, 12  46 

Total  assets,  as  per  books  of  the  company $68,094  35 


Liabilities. 

Capital  stock, $30,000  00 

Bonds  issued 20,000  00 

Notes  payable, 300  00 

Unpaid  bills 16,153  64 

Total  liabilities,  as  per  books  of  the  company $66,453  64 

Profit  and  loss  balance, 1,640  71 

$68,094  35 
Profit  and  Loss  Account. 

Dk.  Cr. 

Balance  June  30,  1890, $1,075  70 

Balance  of  electric  manufacturing  account,     ...           .  1,166  22 

Other  items  of  income, 607  09 

Interest  paid, $1,208  30 

Balance  June  30,  1891, 1,640  71 

$2,849  01  $2,849  01 


PITTSFIELD  ELECTRIC   COMPANY. 

Assets. 

Real  estate, ■ $32,967  46 

Steam  plant, 24,034  67 

Electric  plant 54,316  97 

Lines,  meters,  lamps  and  globes, 23,273  28 

Due  for  electric  light  and  power, 4,037  07 

Fuel  on  hand 480  01 

Carbons  on  hand, 34  45 

Oil  and  waste  on  band, -  .        .  177  66 

Incandescent  lamps  on  hand, 120  21 

Globes  on  hand 55  53 

Other  electric  materials  on  band, 381  15 

Tools 678  42 

OfHce  furniture 459  66 

Cash  on  hand, 351  90 

Unexpired  insurance  and  interest 578  42 

Total  assets,  as  per  books  of  the  company, $141,946  86 


188                      GAS  COMMISSIONERS.  [Jan. 

Liabilities. 

Capital  stock $100,000  00 

Notes  payable, 29,502  39 

Unpaid  bills, 8,658  47 . 

Amounts  due  from  the  company,  not  included  above,    ....  706  51 

Total  liabilities,  as  per  books  of  the  company, $138,867  37 

Profit  and  loss  balance, 3,079  49 

$141,946  86 
Peofit  and  Loss  Account. 

Dr.  Cr. 

Balance  of  electric  manufacturing  account,     .        .        .  $3,432  05 

Interest  received 26  49 

Rents, 481  25 

Other  items  of  income, 10  00 

Interest  paid, $726  49 

Other  items 143  81 

Balance  June  30,  1891 3,079  49 

$3,949  79  $3,949  79 


PITTSFIELD  COAL  GAS   COMPANY. 

Assets. 

Real  estate, $30,650  85 

Machinery  and  manufacturing  appliances, 30,906  12 

Street  mains, 19,110  00 

Meters, 6,540  00 

Due  for  gas, 3,603  54 

Gas  coal  on  hand,              .        .                2,680  19 

Enrichers  on  hand, 306  25 

Stoves  on  hand, 25  00 

Sundry  accounts  due  the  company, 16  75 

Cash  on  hand, 1,047  36 

Notes  receivable, 45,702  00 

Investments, 3,550  00 

Total  assets,  as  per  books  of  the  company, $144,138  06 

Liabilities. 

Capital  stock, $62,500  00 

Notes  payable 26,500  00 

Unpaid  bills,. 4,231  52 

Reserve  fund, 40,000  00 

Total  liabilities,  as  per  books  of  the  company, $133,23152 

Profit  and  loss  balance 10,906  54 

$144,138  06 
Pbofit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890 $9,718  71 

Balance  of  gas  manufacturing  account,    ....  9,12355 

Interest  received, 479  28 

Dividends  declared $7,500  00 

Interest  paid, 915  00 

Balance  June  30,  1891, 10,906  54 

$19,321  54  $19,321  54 
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PLYMOUTH  ELECTRIC   LIGHT   COMPANY. 

Assets. 

Real  estate $7,951  06 

Steam  plant, 24,881  51 

Electric  plant, 34,047  88 

Lines,  meters,  lamps  and  globes 27,458  97 

Franchise, 8,000  00 

Due  for  electric  light  and  power, 2,251  78 

Fuel  on  hand, 4  75 

Carbons  on  hand, 47  25 

Oil  and  waste  on  hand 38  25 

Incandescent  lamps  on  hand, 116  60 

Globes  on  hand 9  00 

Motors  on  hand, 275  00 

Sundry  accounts  due  the  company, 847  08 

Office  furniture, 77  00 

Cash  on  hand 685  18 

Unexpired  insurance  and  taxes, 203  17 

Total  assets,  as  per  books  of  the  company, $106,894  48 

Liabilities. 

Capital  stock $40,000  00 

Bonds  issued 30,000  00 

Unpaid  bills 35,711  31 

Interest  due  but  not  paid, 734  64 

Total  liabilities,  as  per  books  of  the  company, $106.445  95 

Profit  and  loss  balance, 448  53 

$106,894  48 
Profit  and  Loss  Account. 

Dk.  Cr. 

Balance  June  30,  1890, $348  14 

Balance  of  electric  manufacturing  account,      .        .        .  1,155  18 

Amount  of  old  accounts  payable  of  July  1,  1890,  and 
Dec.  31,  1890,  since  paid  and  charged  to  the  several 

construction  and  expense  accounts  in  error,         .        .  7,958  49 

Amount  of  office  furniture  and  fixtures  received  in  pay- 
ment of  lighting  bill  previous  to  June  30, 1890,  and  not 

credited, 77  00 

Interest  paid $6,033  23 

Amount  of  old  accounts  receivable  July  1,  1890,  since 
received  and  credited  to  the  several  income  accounts 
in  error, 3,057  05 

Balance  June  30,  1891, 448  53 

$9,538  81  $9,538  81 


PLYMOUTH  GAS  LIGHT   COMPANY. 
Assets. 

Real  estate,  ") 

Machinery  and  manufacturing  appliances' 

Street  mains, 

Meters, 

Due  for  gas, 1,768  12 


$40,000  00 
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Gas  coal  on  hand, $893  48 

Coke  on  hand, '.        .  90  00 

Tar  on  hand 90  00 

Enrichers  on  hand, 17  40 

Other  gas  materials  on  hand, 244  41 

Stoves  on  hand 82  00 

Gas  fixtures  on  hand 1,353  90 

Sundry  accounts  due  the  company, 254  71 

Cash  on  hand, 372  28 

Total  assets,  as  per  books  of  the  company, $45,166  30 


Liabilities. 

Capital  stock $40,000  00 

Unpaid  hills, 803  80 

"Unpaid  dividends, 71  50 

Amounts  due  from  the  company,  not  included  above 245  30 

Total  liabilities,  as  per  books  of  the  company, $41,120  60 

Profit  and  loss  balance, 4,045  70 

$45,166  30 
Peofit  and  Loss  Account. 

De.  Cr. 

Balance  June  30,  1890,      . $4,268  27 

Balance  of  gas  manufacturing  account,    ....  2,277  43 

Dividends  declared, $2,000  00 

Depreciation, 500  00 

Balance  June  30,  1891 4,045  70 

$6,545  70  $6,545  70 


QUINCY  (see  Citizen's  Gas  Light  Company). 


QUINCY  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estate,        .               $9,588  14 

Steam  plant "| 

Electric  plant I 92,358  52 

Lines,  meters,  lamps  and  globes,  J 

Due  for  electric  light  and  power, 2,030  12 

Fuel  on  hand, 400  00 

Carbons  on  hand, 25  00 

Oil  and  waste  on  hand, 42  40 

Incandescent  lamps  on  hand, 284  03 

Globes  on  hand 35  92 

Other  electric  materials  on  hand, 63  50 

Electric  fixtures  on  hand, 218  80 

Horses,  wagons,  etc., 275  00 

Office  furniture, 108  45 

Cash  on  hand 731  65 

Total  asseta,  as  per  books  of  the  company, $106,161  83 
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Liabilities. 

Capital  stock f  67,500  00 

Notes  payable, 33,364  79 

Unpaid  dividends, 230  00 

Total  liabilities,  as  per  books  o  the  company,          .        .        .        .    $101,094  79 
Profit  and  loss  balance, 5,067  04 

$106,161  83 

Profit  and  Loss  Account. 

Dk.  Cr. 

Balance  June  30,  1890 $1,980  06 

Balance  of  electric  manufacturing  account,     .        .        .  6,945  55 

Rents, 116  25 

Other  items  of  income, 17  00 

Dividends  declared, $2,500  00 

Interest  paid 1,248  66 

Other  items, .  243  16 

Balance  June  30,  1891, 5,067  04 


),058  86       $9,058  86 


ROXBURY  GAS  LIGHT  COMPANY. 
Assets. 

Real  estate $116,365  91 

Machinery  and  manufacturing  appliances, 304,563  30 

Street  mains, 322,948  31 

Meters 77,285  41 

Due  for  gas, 25,909  17 

Gas  coal  on  hand, 6,031  37 

Enrichers  on  hand 19  50 

Purifying  materials  on  hand .  539  68 

Other  gas  materials  on  hand,    .        .        .        . 3,704  01 

Patent  rights,      . 50,000  00 

Sundry  accounts  due  the  company, 2,105  19 

Cash  on  hand 62,920  73 

Notes  receivable, 32,000  00 

Gas  on  hand 1,099  63 


Total  assets,  as  per  books  of  the  company, $1,005,492  21 


Liabilities. 

Capital  stock $600,000  00 

Unpaid  bills,      ............  787  65 

Deposits, 4,401  00 

Amounts  due  from  the  company,  not  included  above,    ....  2,460  01 

Total  liabilities,  as  per  books  of  the  company,         .        .                .  $607,648  66 

Profit  and  loss  balance, 397,843  55 


$1,005,492  21 


192  GAS   COMMISSIONEES.  [Jan. 


Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $423,480  48 

Balance  of  gas  manufacturing  account,    ....  34,900  79 

Interest  received, 2,530  31 

Rents 1,557  09 

Dividends  declared $60,000  00 

Depreciation, 4,625  12 

Balance  June  30,  1891, 397,843  55 


$462,468  67    $462,468  67 


SALEM  ELECTRIC  LIGHTING  COMPANY. 

Assets. 

Real  estate, $44,000  00 

Steam  plant,        .        .        .        .  ^| 

Electric  plant,      .        .        .        .    Y 152,000  00 

Lines,  meters,  lamps  and  globes,  J 

Franchise, 10,000  00 

Due  for  electric  light  and  power,  jobbing,  etc., 7,527  71 

Fuel  on  band 1,772  50 

Carbons  on  hand, 100  00 

Globes  on  hand, 55  13 

Other  electric  materials  on  hand, 259  56 

Sundry  accounts  due  the  company, 442  99 

Furniture  and  fixtures, 700  00 

Cash  on  hand,    .* 3,347  43 

Sinking  fund 1,000  00 

Total  assets,  as  per  books  of  the  company, $221,205  32 

Liabilities. 

Capital  stock, $140,000  00 

Bonds  issued, 40,500  00 

Unpaid  bills 724  84 

Surplus  fund, 10,000  00 

Total  liabilities,  as  per  books  of  the  company, $191,224  84 

Profit  and  loss  balance 29,980  48 

$221,205  32 
Profit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30,  1890 $18,242  93 

Jobbing  account 1,129  49 

Balance  of  electric  manufacturing  account,      .        .        .  35,362  25 

Premiums  on  bonds, 62  00 

Rents 298  98 

Other  items  of  income 163  41 

Dividends  declared, $8,400  00 

Interest  paid,     .  2,510  70 

Depreciation, 4,367  88 

Surplus  account 10,000  00 

Balance  June  30,  1891 29,980  48 

$55,259  06  $55,259  06 
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SALEM   GAS  LIGHT  COMPANY. 
Assets. 

Real  estate, ] 

Machinery  and  manufacturing  appliances,   • 

Street  mains, f $33S,61o  23 

i 
Meters, J 

Due  for  gas, 10,751  11 

Gas  coal  on  hand, 8,814  20 

Enrichers  on  hand, 7  65 

Purifying  materials  on  hand 187  31 

Other  gas  materials  on  hand, 1,573  61 

Stoves  on  hand, 189  71 

Gas  fixtures  on  hand, 732  53 

Horse,  wagons,  etc., 560  00 

Sundry  accounts  due  the  company, 518  00 

Office  furniture 200  00 

Cash  on  hand 7,629  79 

Investments, 3,885  25 

Total  assets,  as  per  books  of  the  company, $373,664  42 

Liabilities. 

Capital  stock, $300,000  00 

Deposits, 447  00 

Depreciation  fund, 20,000  00 

Amounts  due  from  the  company,  not  included  above,     ....  5,502  35 

Total  liabilities,  as  per  books  of  the  company,         ....  $325,949  39 

Profit  and  loss  balance, 47,715  03 

$373,664  42 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $53,226  52 

Balance  of  gas  manufacturing  account,   ....  17,424  06 

Interest  received, 160  87 

Rents 162  25 

Dividends  declared, $19,500  00 

Construction  charged  off, 3,758  67 

Balance  June  30,  1891, 47,715  03 

$70,793  70  $70,793  70 


SOMERVILLE     ELECTRIC  LIGHT    COMPANY. 

Assets. 

Real  estate, $20,957  43 

Steam  plant, 33,294  67 

Electric  plant 41,172  57 

Lines,  meters,  lamps  and  globes, 117,119  04 

Due  for  electric  light  and  power, 4,706  32 

Fuel  on  hand, 2,210  00 

Carbons  on  hand, 247  87 

Od  and  waste  on  hand, 72  95 

Incandescent  lamps  on  hand, 977  41 

Globes  on  hand, 29  08 

Other  electric  materials  on  hand, .        .  786  40 
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Belting .  $809  17 

Apparatus  and  machinery, .        .        .  524  81 

Horses,  wagons,  etc 550  00 

Sundry  accounts  due  the  company, 1,273  82 

Office  furniture 395  66 

Cash  on  band, 528  54 

Total  assets,  as  per  books  of  the  company, $225,655  74 

Liabilities. 

Capital  stock, $161,400  00 

Notes  payable, 55,000  00 

Unpaid  bills, 1,438  83 

Total  liabilities,  as  per  books  of  the  company, $217,838  83 

Profit  and  loss  balance, 7,816  91 

$225,655  74 
Profit  and  Loss  Account. 

Dr.  Ck. 

Balance  June  30,  1890, $5,745  74 

Balance  of  electric  manufacturing  account,     .        .        .  13,037  04 

Dividends  declared $8,208  00 

Interest  paid 2,757  87 

Bala  .cfc  June  30,  1891,      .  7,816  91 

$18,782  78  $18,782  78 


| 277,609  15 


SOUTH  BOSTON  GAS   LIGHT   COMPANY. 
Assets. 

Real  estate $200,945  76 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters, 19,877  12 

Due  for  gas, 7,924  97 

Gas  coal  on  hand, 5,702  51 

Coke  on  hand, .  1,491  00 

Gas  on  hand, 143  18 

Purifying  materials  on  hand, 390  00 

Other  gas  materials  on  hand, 1,230  12 

Patent  rights, 25,000  00 

Horses,  wagons,  etc., 1,454  00 

Sundry  accounts  due  the  company 2,417  34 

Cash  on  hand, 21,574  33 

Investments 26,000  00 

Total  assets,  as  per  books  of  the  company $591,759  48 

Liabilities. 

Capital  stock, $440,000  00 

Notes  payable, 48,000  00 

Unpaid  bills, 1,346  23 

Deposits, 1,988  95 

Amounts  due  from  the  company,  not  included  above,    ....  784  61 

Total  liabilities,  as  per  books  of  the  company $492,119  79 

Profit  and  loss  balance, 99,639  69 

$591,759  48 


1892.] 


PUBLIC  DOCUMENT  — No.  35. 


195 


Profit  and  Loss  Account. 


Dr. 

Cr. 

Balance  June  30,  1890, 

$79,195  12 

Balance  of  gas  manufacturing  account, 

45,412  95 

Bents, 

1,660  00 

Dividends  declared,  .... 

$22,000  00 

Interest  paid, 

4,275  87 

Depreciation, 

352  51 

Balance  June  30,  1891, 

99,639  69 

$126,268  07 

$126,268  07 

SOUTHBRIDGE   GAS   AND   ELECTRIC   COMPANY. 

Assets. 

Real  estate  (gas) , $5,515  49 

Machinery  and  manufacturing  appliances  (gas) 1,041  83 

Street  mains  (gas), 7,056  00 

Meters  (gas), 1,416  93 

Due  for  gas, 164  45 

Gas  coal  on  hand, 6  13 

Tar  on  hand, 22  00 

Enrichers  on  hand, 190  11 

Other  gas  materials  on  hand 228  35 

Gas  fixtures  on  hand 135  26 

Real  estate  (electric), 3,622  91 

Steam  plant  (electric), 9,351  59 

Electric  plant 10,773  87 

Lines,  meters,  lamps  and  globes,      . 14,418  46 

Franchise 2,650  00 

Due  for  electric  light  and  power, 43  39 

Fuel  on  hand  (electric  light), 308  70 

Carbons  on  hand, 43  42 

Oil  and  waste  on  hand, 38  13 

Incandescent  lamps  on  hand, ,        .        .  16  80 

Other  electric  materials  on  hand, 79  60 

Horses,  wagons,  etc., 235  00 

Office  furniture,      ■ 125  50 

Cash  on  hand 785  54 

Total  assets,  as  per  books  of  the  company, $58,269  46 


Liabilities. 

Capital  stock, $40,000  00 

Notes  payable, 13,500  00 

Unpaid  bills, 11  69 

Total  liabilities,  as  per  books  of  the  company, $53,511  69 

Profit  and  loss  balance 4,757  77 

$58,269  46 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $2,574  82 

Balance  of  gas  manufacturing  account 657  43 

Balance  of  electric  manufacturing  account,     .        .        .  3,967  03 
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Revaluation  of  plant, $1,038  04 

Dividends  declared, 

Interest  paid 

Depreciation, 

Balance  June  30, 1891, 

$8,237  32        $8,237  32 


$2,200  00 

666 

50 

613 

05 

4,757 

77 

SOUTH    HADLEY    FALLS  ELECTRIC  LIGHT    COMPANY. 
Assets. 

Steam  plant $1,249  71 

Electric  plant, 4,950  00 

Lines,  meters,  lamps  and  globes, 3,661  00 

Due  for  electric  light  and  power, 696  93 

Incandescent  lamps  on  hand, 65  00 

Other  electric  materials  on  hand 64  70 

Total  assets,  as  per  books  of  the  company, $10,687  34 

Liabilities. 

Capital  stock $7,000  00 

Amounts  due  from  the  company,  not  included  above,    ....  3,687  34 

Total  liabilities,  as  per  books  of  the  company $10,687  34 

Profit  and  Loss  Account. 

Db.  Cb. 

Balance  of  electric  manufacturing  account,     .        .        .  $723  62 

Interest  paid, $150  00 

Depreciation, 573  62 

$723  62  $723  62 


SPENCER   GAS   COMPANY. 
Assets. 

Real  estate  (gas), $22,440  01 

Machinery  and  manufacturing  appliances  (gas), 74,265  64 

Street  mains  (gas), 35,866  68 

Meters  (gas) 3,636  08 

Due  for  gas 2,565  59 

Gas  coal  on  hand 87  60 

Coke  on  hand, 4  00 

Tar  on  hand 24  00 

Enrichers  on  hand 145  20 

Purifying  materials  on  hand, 6  00 

Stoves  on  hand, 1,343  44 

Gas  fixtures  on  hand, 520  84 

Steam  plant  (electric), 3,369  50 

Electric  plant,    ....']  24  462  17 
Lines,  meters,  lamps  and  globes,  J 

Patent  rights, 484  47 

Carbons  on  hand, 23  00 
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Oil  and  waste  on  hand, ...        •  $42  00 

Pipe  and  fittings, 485  06 

Gas  engine, 800  00 

Tools, 450  00 

Meter  provers, 25  00 

Sundry  accounts  due  the  company, 4,531  41 

Office  furniture, 150  00 

Notes  receivable, .  250  00 

Total  assets,  as  per  books  of  the  company $175,977  69 

Profit  and  loss  balance, 10,548  30 

$186,525  99 
Liabilities. 

Capital  stock,    .                $85,000  00 

Bonds  issued 85,000  00 

Unpaid  bills, 1,377  26 

Interest  due 2,550  00 

Amounts  due  from  the  company,  not  included  above,    ....  12,59873 

Total  liabilities,  as  per  books  of  the  company,        ....  $186,525  99 

Profit  and  Loss  Account. 

Balance  June  30, 1890 

Balance  of  gas  manufacturing  account,   . 
Balance  of  electric  manufacturing  account, 

Gain  on  sale  of  gas  engine, 

Rents •. 

Interest  paid, 

Balance  June  30,  1891 

$14,715  55  $14,715  55 


Dr. 

Cr. 

$9,615  55 

$2,270  82 

926  43 

200  00 

770  00 

5,100  00 

10,548  30 

SPRINGFIELD    (see  United  Electric  Light  Company). 


SPRINGFIELD   GAS   LIGHT  COMPANY. 

Assets. 

Real  estate  (gas) $166,206  69 

Machinery  and  manufacturing  appliances  (gas) 209,537  08 

Street  mains  and  services  (gas), 196,018  83 

Meters  (gas) 29,303  19 

Due  for  gas, 13,008  27 

Gas  coal  on  hand, 6,117  56 

Tar  on  band, ...  1,500  00 

Enrichers  on  hand 614  37 

Purifying  materials  on  hand, 275  75 

Gas  engine  and  other  gas  materials  on  hand, 676  14 

Stoves  on  hand, 675  75 

Gas  burners  on  hand, 813  24 

Real  estate  (steam),         . "] 

Steam  plant,                      .  >■ 79,198  81 

Steam  meters  and  fittings,  J 
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Due  for  steam $3,029  4G 

Horses,  wagons,  etc., 2,500  00 

Sundry  accounts  due  the  company, 1,725  98 

Office  furniture, 1,365  10 

Cash  on  hand, 13,729  64 

Notes  receivable, 670  20 

Total  assets,  as  per  books  of  the  company, $726,971  06 


Liabilities. 

Capital  stock $500,000  00 

Notes  payable, .  50,000  00 

Deposits, 679  34 

Amounts  due  from  the  company,  not  included  above,    ....  3,277  08 

Total  liabilities,  as  per  books  of  the  company $553,956  42 

Profit  and  loss  balance,                     .......  173,014  64 


726,971  06 

Peofit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $156,303  92 

Balance  of  gas  manufacturing  account,  ....  59,332  36 

Interest  received, 693  20 

Rents 1,340  72 

Dividends  declared, •        .        $40,000  00 

Interest  paid 2,953  86 

Depreciation, 1,701  70 

Balance  Juue  30,  1891, 173,014  64 

$217,670  20    $217,670  20 


STOUGHTON    GAS  AND   ELECTRIC   COMPANY. 
Assets. 

Real  estate  (gas), $1,00000 

Machinery  and  manufacturing  appliances  (gas) 4,400  00 

Street  mains  (gas), 6,600  00 

Steam  plant  (electric), 3,000  00 

Electric  plant,                             .     j                                           ...  9  000  00 

Lines,  meters,  lamps  and  globes,  ) 

Cash  on  hand 110  20 

Total  assets,  as  per  books  of  the  company, $24,110  20 


Liabilities. 
Capital  stock $24,000  00 

Total  liabilities,  as  per  books  of  the  company $24,000  00 

Profit  and  loss  balance, 110  20 

$24,110  20 
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SUBURBAN    LIGHT  AND   POWER  COMPANY. 

Assets. 

Steam  plant \ 

Electric  plant,    ....>■ $18,910  17 

Lines,  meters,  lamps  and  globes,  > 

Franchise 75,000  00 

Due  for  electric  light  and  power, 1,475  20 

Sundry  accounts  due  the  company, 125  25 

Total  assets,  as  per  books  of  the  company,       .....      $ 95,510  62 
Profit  and  loss  balance 15,187  88 


$110,698  50 

Liabilities. 

Capital  stock $83,000  00 

Notes  pavable 12,792  52 

Unpaid  bills, 7,385  32 

Interest  accrued,        ...........  683  77 

Amounts  due  from  the  company,  not  included  above,    ....  6,836  89 


Total  liabilities,  as  per  books  of  the  company, $110,698  50 


Profit  and  Loss  Account. 

Balance  June  30,  1890, 

Balance  of  electric  manufacturing  account, 

Interest, ,    . 

Other  items, 

Balance  June  30,  1891, 


Dr. 

Cr. 

$5,890  88 

8,416  26 

683  77 

196  97 

$15,187  88 

515,187  88 

$15,187  88 

TAUNTON  ELECTRIC   LIGHTING  COMPANY. 

Assets. 

Real  estate,        . $11,198  21 

Steam  plant, 18,177  46 

Electric  plant, 23,997  34 

Lines,  meters,  lamps  and  globes, 12,947  16 

Due  for  electric  light  and  power 1,793  36 

Fuel  on  hand, 30  00 

Carbons  on  hand, 50  00 

Oil  and  waste  on  hand 20  00 

Incandescent  lamps  on  hand, 50  00 

Globes  on  hand, 25  00 

Other  electric  materials  on  hand 50  00 

Cash  on  hand, 79  96 


Total  assets,  as  per  books  of  the  company, $68,418  49 
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Liabilities. 

Capital  stock, $40,000  00 

Notes  payable .        . 12,500  00 

Unpaid  bills, 1,294  03 

Total  liabilities,  as  per  books  of  the  company $53,794  03 

Profit  and  loss  balance, 14,624  46 

$68,418  49 

Profit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30, 1890,       .        .        .     ■  .        .        .        .  $9,257  72 

Gain  on  unpaid  bills,          . 605  61 

Gain  on  bills  for  lighting 295  70 

Balance  of  electric  manufacturing  account,      .        .        .  6,491  90 

Wiring 130  47 

Insurance, 843  25 

Other  items  of  income,      .                332  63 

Dividends  declared, $2,800  00 

Interest  paid, 532  82 

Balance  June  30,  1891, 14,624  46 


517,957  28      $17,957  28 


TAUNTON   GAS  LIGHT    COMPANY. 
Assets. 

Real  estate $26,500  00 

Machinery  and  manufacturing  appliances, 53,500  00 

Due  for  gas, 10,736  47 

Gas  coal  on  hand, 2,540  00 

Coke  on  hand,     . 14  00 

Tar  on  hand 195  00 

Enrichers  on  hand, ■  17  40 

Purifying  materials  on  hand, 51  75 

Gas  on  hand, 224  00 

Stoves  on  hand 1,566  71 

Gas  fixtures  on  hand, 3,319  62 

Sundry  accounts  due  the  company, 2,823  23 

Cash  on  hand, 5,542  41 

Lungren  lamps, 911  S3 

Total  assets,  as  per  books  of  the  company, $107,942  42 


Liabilities. 

Capital  stock, $80,000  00 

Deposits, • 197  00 

Total  liabilities,  as  per  books  of  the  company,         ....      $80,197  00 
Profit  and  loss  balance, 27,745  42 

$107,942  42 
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Profit  and  Loss  Account. 


Balance  June  30,  1890,       . 

Balance  of  gas  manufacturing  account, 

Rents, 

Dividends  declared,  .... 
Construction  charged  off,  . 

Depreciation, 

Balance  June  30,  1891,      . 


Dr. 

Cr. 

$26,993  36 

19,060  10 

150  00 

$8,000  00 

9,832  69 

625  35 

27,745  42 

3,203  40       $46,203  46 


TURNER'S   FALLS   (see   Franklin  Electric  Light  Company). 


UNION   ELECTRIC   LIGHT   COMPANY. 

Assets. 

Real  estate, $5,282  47 

Steam  plant 9,421  57 

Electric  plant, 17,889  09 

Lines,  meters,  lamps  and  globes, 20,128  50 

Due  for  electric  light  and  power, 889  22 

Fuel  on  hand, 14  40 

Carbons  on  hand, 29  09 

Oil  and  waste  on  hand 20  77 

Incandescent  lamps  on  hand 98  94 

Globes  on  hand, 4  00 

Other  electric  materials  on  hand, 27  91 

Tools, 149  30 

Horses,  wagons,  etc., 200  00 

Sundry  accounts  due  the  company,  ........  221  59 

Office  furniture 50  00 

Cash  on  hand, 1,292  08 

Taxes  and  unexpired  insurance, 98  22 

Total  assets,  as  per  books  of  the  company, $55,817  15 

Profit  and  loss  balance, 3,064  67 


$58,881  82 

Liabilities. 

Capital  stock, $20,000  00 

Bonds  issued, 30,000  00 

Unpaid  bills, 7,981  82 

Interest  due  but  not  paid, 900  00 


Total  liabilities,  as  per  books  of  the  company, $58,88182 
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Profit  and  Loss  Account. 


Balance  June  30,  1890,       .... 
Balance  of  electric  manufacturing  account, 

Other  items  of  income 

Interest  paid, 

Balance  June  30,  1891 


Dr. 

Cr. 

$2,016  15 

$6?0  17 

131  31 

1,800  00 

3,064  67 

3,816  15        $3,816  15 


UNITED   ELECTRIC   LIGHT  COMPANY   (SPRINGFIELD). 
Assets. 

Real  estate, $95,150  50 

Steam  plant 93,932  87 

Electric  plant 146,980  72 

Lines,  meters,  lamps  and  globes, 114,327  66 

Due  for  electric  light  and  power, 6,992  95 

Fuel  on  hand, 4,354  61 

Carbons  on  hand, •  1,792  24 

Oil  and  waste  on  hand, 104  26 

Incandescent  lamps  on  hand, 663  87 

Globes  on  hand 340  59 

Other  electric  materials  on  hand, 2,595  89 

Motors  on  hand,         .                14,411  75 

Electric  fixtures  on  hand, 180  45 

Horses,  wagons,  etc., 440  00 

Sundry  accounts  due  the  company, 9,284  39 

Office  furniture, 522  72 

Cash  on  hand 5,083  28 

Total  assets,  as  per  books  of  the  company $497,158  75 

Liabilities. 

Capital  stock, $372,700  00 

Notes  payable, .  103,000  00 

Unpaid  bills, 12,429  27 

Amounts  due  from  the  company,  not  included  above,    ....  208  07 


Total  liabilities,  as  per  books  of  the  company, $488,337  34 

Profit  and  loss  balance, 8,821  41 


,158  75 

Profit  and   Loss  Account. 

Dr.  Cr. 

Balance  of  electric  manufacturing  account,      .        .        .  $32,586  15 

Rents,         .        .     * 1.248  02 

Dividends  declared, $18,000  00 

Interest  paid 5,395  31 

Other  items, 1.617  45 

Balance  June  30,  1891,       .                8,821  41 


3,834  17      $33,834  17 
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UXBRIDGE   AND   NORTHBRIDGE   ELECTRIC  COMPANY. 

Assets. 

Real  estate, $6,363  63 

Steam  plant, 8,039  46 

Electric  plant 8,427  62 

Lines,  meters,  lamps  and  globes, 28,562  99 

Fuel  on  hand, 340  00 

Carbons  on  hand, 30  00 

Oil  and  waste  on  hand 92  22 

Other  electric  materials  on  hand, 1,295  73 

Electric  fixtures  on  hand, 197  84 

Horses,  wagons,  etc., 308  07 

Sundry  accounts  due  the  company, 965  40 

Office  furniture, 39  03 

Cash  on  hand, 1  81 

Total  assets,  as  per  books  of  the  company, $54,663  80 

Liabilities. 

Capital  stock. $34,200  00 

Notes  payable, 19,000  00 

Unpaid  bills, 1,217  09 

Total  liabilities,  as  per  books  of  the  company,         ....  $54,41709 

Profit  and  loss  balance, 246  71 

$54,663  80 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  of  electric  manufacturing  account,    .        .        .  $852  96 
Interest  paid,      .........             $606  25 

Balance  June  30,  1891, 246  71 

$852  96  $852  06 


WAKEFIELD  (see  Citizens'  Gas  Light  Company). 


WALTHAM  GAS  LIGHT  COMPANY. 

Assets. 


Real  estate  (gas) 

Machinery  and  manufacturing  appliances  (gas), 

Street  mains  (gas), 

Meters  (gas), 

Due  for  gas, 

Gas  coal  on  hand, 

Coke  on  hand,     . 

Tar  on  hand, 

Purifying  materials  on  hand, 

Other  gas  materials  on  hand, 

Stoves  on  hand,  . 

Gas  fixtures  on  hand, 

Steam  plant  (electric), 


$31,868  84 

80,084  49 

49,800  00 

5,500  00 

7,515  89 

610  20 

4  50 

496  15 

104  00 

1,250  74 

150  69 

1,234  12 

25,834  33 


204                       GAS  COMMISSIONERS.  [Jan. 

Electric  plant, $2-5,059  66 

Lines,  meters,  lamps  and  globes, 27,401  84 

Due  for  electric  light  and  power 3,690  23 

Carbons  on  hand, 104  12 

Oil  and  waste  on  hand, 52  31 

Incandescent  lamps  on  hand, 236  85 

Globes  on  hand, 15  37 

Other  electric  materials  on  hand, 1,579  25 

Horses,  wagons,  etc 979  18 

Sundry  accounts  due  the  company .        .        .  2,601  08 

Office  furniture, 765  98 

Cash  on  hand, 306  71 


Total  assets,  as  per  books  of  the  company, $267,246  53 


Liabilities. 

Capital  stock $140,000  00 

Bonds  issued, 20,000  00 

Notes  payable 29,000  00 

Total  liabilities,  as  per  books  of  the  company,  .... 
Profit  and  loss  balance, ... 


Profit  and  Loss  Account. 

Dk. 

Balance  June  30,  1890, 

Balance  of  gas  manufacturing  account,      .... 
Balance  of  electric  manufacturing  account, 

Other  items  of  income, 

Dividends  declared "     .        .        .        .         $9,800  00 

Interest  paid 2,390  11 

Depreciation, 424  53 

Balance  June  30,  1891, 78,246  53 


$189,000  00 

78,246  53 

$267,216  53 

Cr. 

$62,779  71 

22,734  05 

5,291  98 

55  43 

),861  17      $90,861  17 


WALWORTH  LIGHT  AND  POWER  COMPANY  (BOSTON). 
Assets. 

Steam  plant, 

Electric  plant, 

Lines,  meters,  lamps  and  globes, 

Due  for  electric  light  and  power 

Motors  on  hand, 

Office  furniture, 

Cash  on  hand, 

Total  assets,  as  per  books  of  the  company, $35,233  86 

Liabilities. 

Capital  stock, $15,000  00 

Bonds  issued, 9,625  00 

Notes  payable, 500  00 


$17,945 

86 

8,852  81 

6,201 

25 

1,259  86 

200 

00 

241 

39 

532  69 

1892.]          PUBLIC   DOCUMENT  — No.  35.  205 

Unpaid  bills, $637  44 

Interest  due  but  not  paid, 206  26 

Depreciation  fund, 3-557  66 

Amounts  due  from  the  company,  not  included  above,      ....  687  50 

Total  liabilities,  as  per  books  of  the  company, $30,233  86 

Profit  and  loss  balance, 5>000  00 

$35,233  86 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30, 1890 $ *.062  m 

Balance  of  electric  manufacturing  account,        .        .        .  2,101  2.5 

Income  from  other  business 3,383  08 

Interest  paid $645  66 

Depreciation, 3,901  23 

Balance  June  30,  1891 5,000  00 

$9,546  89  $9,546  89 


WARE  ELECTRIC  COMPANY. 
Assets. 

Real  estate, $6,505  23 

Steam  plant,     ) 0Q 

Electric  plant,  ) 

Lines,  meters,  lamps  and  globes, 16,115  32 

Due  for  electric  light  and  power, 485  22 

Fuel  on  hand, 500  00 

Electric  materials  on  band, 266  78 

Tools 450  28 

Cash  on  hand, 221  53 

Total  assets,  as  per  books  of  the  company, $37,01141 


Liabilities. 

Capital  stock, $20,000  00 

Notes  payable,    .                15,500  00 

Unpaid  bills .  37  50 

Interest  accrued, 326  67 

Total  liabilities,  as  per  books  of  the  company,         ....  $35,864  17 

Profit  and  loss  balance, 1,147  24 

$37,011  41 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  Jan.  10,  1891, $352  17 

Balance  of  electric  manufacturing  account,       .        .        .  902  82 

Old  bills  collected, .  245  90 

Other  items  of  income, 3  52 

Interest  accrued, $357  17 

Balance  June  30,  1891 1,147  24 


,504  41        $1,504  41 
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WEBSTER  ELECTRIC   COMPANY. 

Assets. 

Real  estate  (gas) , "1 

Machinery  and  manufacturing  appliances  (gas) ,  I  46g  9Q 

Street  mains  (gas) ,    i | 

Meters  (gas),      .......     J 

Due  for  gas, 338  97 

Gas  coal  on  hand, 875  52 

Coke  on  hand, 12  00 

Gas  on  hand, 25  00 

Other  gas  materials  on  hand,     .                21  75 

Stoves  on  hand, 30  20 

Real  estate  (electric),.        .        .    ] 

Steam  plant  (electric),        .        .    [  47  488  33 

Electric  plant,     .        .        .        •    j 

Lines,  meters,  lamps  and  globes,  J 

Due  for  electric  light  and  power, •  783  64 

Fuel  on  hand  (electric  light) 598  64 

Carbons  on  hand, 63  00 

Oil  and  waste  on  hand 51  00 

Incandescent  lamps  on  hand, 55  50 

Globes  on  hand, 4  60 

Other  electric  materials  on  hand,      . 1,401  70 

Sundry  accounts  due  the  company, 75  12 

Office  furniture, .  131  50 

Cash  on  hand, 937  26 

Total  assets,  as  per  books  of  the  company, $83,366  63 


Liabilities. 

Capital  stock, f  15,000  00 

Bonds  issued, 30,000  00 

Notes  payable, 2,454  24 

Unpaid  bills 1,428  62 

Interest  due  but  not  paid, 69  00 

Total  liabilities,  as  per  books  of  the  company, $78,951  86 

Profit  and  loss  balance 4,414  77 


Profit  and  Loss  Account. 

Balance  June  30,  1890, 

Balance  of  gas  manufacturing  account,     .... 
Balance  of  electric  manufacturing  account, 

Interest  received, 

Interest  paid, 

Balance  June  30,  1891 


$83,366  63 

DB. 

Cr. 

$3,102  49 

1,115  47 

2,066  09 

12  00 

$1,881  28 

4,414  77 

$6,296  05         $6,296  05 
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WESTBOROUGH  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estate $5,768  38 

Steam  plant, 7,005  10 

Electric  plant, 10,805  45 

Lines,  meters,  lamps  and  globes, 14,682  76 

Franchise, 4,500  00 

Due  for  electric  light  and  power, 745  22 

Other  electric  materials  on  hand 883  72 

Sundry  accounts  due  the  company,   ........  135  12 

Cash  on  hand, 6  75 

Total  assets,  as  per  books  of  the  company, $44,532  50 

Profit  and  loss  balance,j 45  18 

$44,577  68 
Liabilities. 

Capital  stock, $25,000  00 

Notes  payable, 18,800  00 

Unpaid  bills,        .                777  68 

Total  liabilities,  as  per  books  of  the  company $44,577  68 


Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $93  25 

Balance  of  electric  manufacturing  account,      .        .        .  1,181  31 

Rents 240  00 

Dividends  declared, $250  00 

Interest  paid, 1,179  56 

Other  items, 130  18 

Balance  June  30,  1891, 45  18 


,559  74        $1,559  74 


WESTFIELD  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas) , $2,430  00 

Machinery  and  manufacturing  appliances  (gas), 29,691  17 

Street  mains  (gas), 13,583  51 

Meters  (gas), 1,489  11 

Due  for  gas, 2,313  30 

Gas  coal  on  hand, 1,077  14 

Services, 1,668  88 

Enrichers  on  hand, 265  22 

Purifying  materials  on  hand, 1  80 

Stoves  on  hand, 65  04 

Gas  fixtures  on  hand 118  08 

Real  estate  (electric), 9,40601 

Steam  plant  (electric), 6,476  71 

Electric  plant, 4,804  70 

Lines,  meters,  lamps  and  globes,       .        .        .        .        .        .        .        .  10,772  78 
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Converters §  1.550  43 

Dae  for  electric  light  and  power, S91  7S 

Fnel  on  hand  | electric  light) , 24S  59 

Carbons  on  hand, 6S  14 

Oil  and  waste  on  hand, B4  71 

Globes  on  hand, 15  55 

E  ectric  supplies  on  hand, 17  45 

Sundry  accounts  dae  the  company, 236  75 

Cash  on  hand, 4.50S  40 

Total  as  sets .as  rex  books  of  the  company, $91,783  27 


Liae:i.:~z5 

Capital  stock §54.000  00 

Notes  payable 21,500  00 

I  erre: :a:::a  rar.a, "2.767  46 

Total  liabilities,  as  per  books  of  the  company, >'*-"-- 

Profit  and  loss  balance, 13,517  SI 


Peoftt  asd  Loss  Accorrsr. 

i>e. 

Balance  June  30, 1890 

Balance  of  gas  manufacturing  account,      .... 
Balance  of  electric  manufacturing  account, 

7.rr:5 

Otha-JfiOBS  ::::ome, 

I  ir  leads  declared, §4,320  00 

lateres:  rail 1.175  00 

To  depreciation  fund. 2.767  46 

Balance  June  30, 1891, 1£.:._ 


$91,785  27 

Cb. 

$11,974  05 

6,160  87 

3,613  23 

31  32 

30 

§21,780  27      §21,780  27 


WEYMOETH  LIGHT   A>*D   PQVTER  COMPANY. 
Ass its 

:-.-_:  .-■  ■-       .                         §::.:-:■:  --'. 

v.eara  ;   i-: 1:  -."-.   ':'. 

Electric  plant, 26,824  50 

Lines,  meters,  lamps  and  globes, 78,256  59 

Due  for  electric  light  and  power, 3,013  16 

Fuel  on  hand, 611  25 

Carbons  on  hand, •  28  50 

Oil  and  waste  on  hand,      ...                41  04 

Ir. ;  ar.  i  -.  5 :  -.  ~. '  ~.i  ra z  s  :  z  aaa  f 159  50 

C-  :    -s  :-  Lara 2  40 

Other  electric  materials  on  hand, 1,517  00 
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Horses,  wagons,  etc., $259  00 

Office  furniture, 50  00 

Cash  on  hand, 227  82 


Total  assets,  as  per  hooks  of  the  company $139,352  55 


Liabilities. 

Capital  stock, $50,000  00 

Bonds  issued, 50,000  00 

Notes  payahle, 25,000  00 

Unpaid  bills 10,442  02 

Total  liabilities,  as  per  books  of  the  company, $135,442  02 

Profit  and  loss  balance, 3,910  53 

$139,352  55 


WHITMAN  ELECTRIC  COMPANY. 
Assets. 

Real  estate $218  39 

Steam  plant 1,894  91 

Electric  plant, 5,103  00 

Lines,  meters,  lamps  and  globes, 17,304  20 

Due  for  electric  light  and  power 236  86 

Carbons  on  hand, 70  00 

Oil  and  waste  on  hand, 36  50 

Incandescent  lamps  on  hand, 29  00 

Globes  on  hand, 1  75 

Other  electric  materials  on  hand, 154  28 

Horses,  wagons,  etc 150  00 

Sundry  accounts  due  the  company, 11  41 

Office  furniture, 14  00 

Cash  on  hand, 982  37 

Total  assets,  as  per  books  of  the  company $26,206  67 

Profit  and  loss  balance, 1,109  15 

$27,315  82 
Liabilities. 

Capital  stock, $20,000  00 

Unpaid  bills, 7,315  82 

Total  liabilities,  as  per  books  of  the  company,         ....  $27,315  82 


Profit  and  Loss  Account. 


Balance  June  30,  1890 

Balance  of  electric  manufacturing  account, 
Assets  duplicated  in  former  balance, 
Unpaid  bills  omitted  in  former  balance,   . 
Balance  June  30,  1891 


Db. 

Cr. 

$907  38 

290  62 

$1,399  77 

907  38 

1,109  15 

2,307  15        $2,307  15 
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WILLI AMSTOWN   GAS   COMPANY. 

Assets. 

Real  estate •> 

Machinery  and  manufacturing  appliances,      .      I $30,051  01 

Street  mains J 

Meters,       .   "    .        .      & 250  95 

Due  for  gas,                .        7 518  42 

Fuel  on  hand, 64  00 

Street  lamps, 60  00 

Tools, 70  00 

Oil  on  hand, 130  00 

Pipe  and  fittings, 396  54 

Other  gas  materials  on  hand, 10  50 

Gas  fixtures  on  hand 78  95 

Sundry  accounts  due  the  company,  •        •       0 148  49 

Cash  on  hand, 80  79 

Total  assets,  as  per  books  of  the  company, $31,859  65 

Profit  and  loss  balance, 1,125  19 

$32,984  84 
Liabilities. 

Capital  stock,     . $20,000  00 

Bonds  issued 10,000  00 

Notes  payable, 1,503  60 

Unpaid  bills, 581  24 

Interest  due  but  not  paid, 900  00 

Total  liabilities,  as  per  books  of  the  company, $32,984  84 


Profit  and  Loss  Account. 

Db.  Ck. 

Balance  June  30,  1890 $51  63 

Balance  of  gas  manufacturing  account,    ....  45032 

Street  lamps, 90  17 

Service  pipe  and  fittings, 104  61 

Other  items  of  income,       .......  1  45 

Interest  paid $906  22 

Depreciation, 911  69 

Other  items 5  46 

Balance  June  30, 1891, 1,125  19 

$1,823  37  $1,823  37 


WINCHENDON  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

Steam  plant, $215  48 

Electric  plant 7,639  29 

Lines,  meters,  lamps  and  globes, 9,341  93 

Due  for  electric  light  and  power 260  40 

Fuel  on  hand, 5  00 
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Carbons  on  hand,       . .  $5  00 

Oil  and  waste  on  hand, 22  50 

Other  electric  materials  on  hand, 795  96 

Sundry  accounts  due  the  company, 225  56 

Cash  on  hand 183  88 

Total  assets,  as  per  books  of  the  company, $18,695  00 

Profit  and  loss  balance, 886  64 

$19,581  64 
Liabilities. 

Capital  stock, $12,000  00 

Unpaid  bills, 7.581  64 


Total  liabilities,  as  per  books  of  the  company, $19,581  64 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $145  58 

Balance  of  electric  manufacturing  account,       .        .        .*  741  06 

Balance  June  30,  1891, $886  64 

$886  64  $886  64 


"WOBURN   ELECTRIC  LIGHT   COMPANY. 
Assets. 

Real  estate $22,640  53 

Steam  plant 30,367  83 

Electric  plant, 50,970  05 

Lines,  meters,  lamps  and  globes, 135,736  05 

Patent  rights 21,000  00 

Due  for  electric  light  and  power, 2,809  19 

Fuel  on  hand, 122  50 

Carbons  on  hand, 50  00 

Oil  and  waste  on  hand, 26  50 

Incandescent  lamps  on  hand,     .        .        . 236  00 

Globes  on  hand, 29  33 

Other  electric  materials  on  hand,  j                                                        •  ^  g™  71 
Electric  fixtures  on  hand,  .        .    3 

Horses,  wagons,  etc., 580  05 

Sundry  accounts  due  the  company, 42  02 

Office  furniture 195  60 

Cash  on  hand, 236  55 

Notes  receivable, 8,577  17 

Total  assets,  as  per  books  of  the  company $278,452  08 

Profit  and  loss  balance, 2,720  76 

$281,172  84 
Liabilities. 

Capital  stock, # .  $120,000  00 

Bonds  issued 100,000  00 

Notes  payable, 56,387  69 

Unpaid  bills 4,785  15 

Total  liabilities,  as  per  books  of  the  company, $281,172  84 
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Profit  and  Loss  Account. 


Balance  June  30,  1890 

Balance  of  electric  manufacturing  account, 
Other  items  of  income,  .... 
Dividends  declared,     ..... 

Interest  paid, 

Balance  June  30,  1891 


Dr. 

Cr. 

$1,480  52 

3,599  20 

202  39 

$1,800  00 

6,202  87 

2,720  76 

3,002  87        $8,002  87 


WOBURN  GAS  LIGHT  COMPANY. 

Assets. 

Ileal  estate, $9,500  00 

Machinery  and  manufacturing  appliances, 28,000  00 

Street  mains, 28,000  00 

Meters, 3,000  00 

Due  for  gas, 1,897  45 

Gas  coal  on  hand, 3,250  00 

Coke  on  hand .  30  00 

Tar  on  hand, 221  13 

Enrichers  on  hand 33  84 

Purifying  materials  on  hand 50  00 

Gas  fixtures  on  hand, 235  00 

Office  furniture, 140  25 

Cash  on  hand, 768  93 

Investments, 12,300  00 

Total  assets,  as  per  books  of  the  company $87,426  60 

Liabilities. 

Capital  stock, $45,100  00 

Deposits 5  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $45,105  00 

Profit  and  loss  balance,      .                42,321  60 

$87,426  60 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890 $41,680  40 

Balance  of  gas  manufacturing  account,     ....  3,84740 

Interest  received, 577  03 

Other  items  of  income 174  77 

Dividends  declared, $3,608  00 

Other  items, 350  00 

Balance  June  30,  1891 42,321  60 

$46,279  60  $46,279  60 


WORCESTER  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $80,037  65 

Steam  plant 55,119  94 

Electric  plant, 61,886  09 
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Lines,  meters,  lamps  and  globes, $67,880  60 

Due  for  electric  light  and  power, 7,255  78 

Fuel  on  hand, 101  20 

Carbons  on  hand, 859  50 

Oil  and  waste  on  hand, 54  68 

Incandescent  lamps  on  hand, 490  63 

Globes  on  hand 429  13 

Other  electric  materials  on  hand, 2,249  16 

Electric  fixtures  and  tools  on  hand, 2,070  10 

Sundry  accounts  due  the  company, 1,003  73 

Office  furniture, 1,061  87 

Cash  on  hand, 13,026  99 

Total  assets,  as  per  books  of  the  company,        .                .        .        .  $293,527  05 


Liabilities. 

Capital  stock, $200,000  00 

Notes  payable 75,000  00 

Unpaid  bills, .        .  1,651  58 

Total  liabilities,  as  per  books  of  the  company, $276,651  58 

Profit  and  loss  balance, 16,875  47 

$293,527  05 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890 $19,174  34 

Balance  of  electric  manufacturing  account,     .        .        .  26,074  63 

Rents, 313  50 

Other  items  of  income, 244  57 

Dividends  declared $16,000  00 

Interest  paid, 3,426  19 

Depreciation, 9,505  38 

Balance  June  30,  1891, 16,875  47 

$45,807.04  $45,807  04 


WORCESTER  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $126,000  00 

Machinery  and  manufacturing  appliances, 179,207  75 

Street  mains, 225,648  69 

Meters, 20,854  31 

Due  for  gas, 792  19 

Gas  coal  on  hand, 21,254  93 

Coke  on  hand, 600  00 

Tar  on  hand, 2,798  25 

Enrichers  on  hand, 779  97 

Other  gas  materials  on  hand, 5,805  69 

Stoves  on  hand,           .    1  ,  „,„  „„ 
Gas  fixtures  on  hand,     J 

Cash  on  hand, * .        .        .  3,336  74 

Investments, 3,352  50 

Total  assets,  as  per  books  of  the  company $591,788  04 
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Liabilities. 

Capital  stock, $500,000  00 

Notes  payable, 40,000  00 

Deposits 1,696  00 

Unpaid  dividends,      .        .        .      \ 10,050  00 

Total  liabilities,  as  per  books  of  the  company $551,746  00 

Profit  and  loss  balance 40,042  04 


Profit  and  Loss  Account. 

Dr. 

Balance  June  30,  1890, 

Balance  of  gas  manufacturing  account,     .... 

Interest  received, 

Other  items  of  income, 

Dividends  declared, $40,000  00 

Interest  paid, 1,829  28 

Construction  charged  off, 26,653  20 

Other  items, 112  93 

Balance  June  30,  1891, 40,042  04 


$591,788  04 

Cr.      ' 

$36,881  79 

71,217  67 

434  44 

103  55 


$108,637  45    $108,637  45 


ANDOVEE  ELECTRIC  COMPANY.* 

Assets. 

Real  estate, 

Steam  plant, 

Electric  plant,     ....     _^ 

Lines,  meters,  lamps  and  globes, 

Due  for  electric  light  and  power, 

Fuel  on  hand, 

Carbons  on  hand, 

Oil  and  waste  on  hand,       ..••.... 

Incandescent  lamps  on  hand, 

Globes  on  hand, 

Horses,  wagons,  etc., 

Office  furniture, 

Cash  on  hand, 

Total  assets,  as  per  books  of  the  company, 


$12,380  80 

10,387  86 

18,451  98 

13,417  62 

622  99 

60  00 

18  00 

13  00 

100  00 

3  00 

150  00 

95  00 

3,469  39 

$59,169  64 

Liabilities. 

Capital  stock $30,000  00 

Bonds  issued,      .                15,500  00 

Notes  payable, 10,993  75 


*  Corrected  too  late  for  insertion  in  the  proper  place. 
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Unpaid  bills, $485  01 

Interest  accrued, 173  20 

Total  liabilities,  as  per  books  of  the  company,         ....  $57,151  96 

Profit  and  loss  balance, 2,017  68 

$59,169  64 

Profit  and  Loss. 

Dr.  Ck. 

Balance  June  30,  1890, $323  70 

Wiring  and  jobbing, ■  77  58 

Balance  of  electric  manufacturing  account,      .        .        .  $198  78 

Interest  received, 139  09 

Revaluation  of  office  furniture, 95  00 

Gain  on  notes  payable, 2,400  00 

Interest  paid, 755  82 

Depreciation, 144  50 

Other  items, SI  41 

Balance  June  30,  1891,       .......  2,017  68 

$3,116  78  $3,116  78 
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APPENDIX  B. 


[Chap.  360,  Acts  of  1891.] 

An   Act   authorizing    the    commissioner    of    corporations   to 
change  the  names  of  corporations. 

Be  it  enacted,  etc.,  as  follows  : 

Section  1.  The  commissioner  of  corporations  may  authorize 
any  corporation  subject  to  the  provisions  of  chapters  one  hundred 
and  six,  one  hundred  and  seven,  one  hundred  and  eight,  one  hun- 
dred and  nine,  one  hundred  and  ten,  one  hundred  and  twelve,  one 
hundred  and  thirteen,  one  hundred  and  fourteen,  one  hundred  and 
fifteen,  one  hundred  and  sixteen,  one  hundred  and  seventeen,  one 
hundred  and  eighteen  and  one  hundred  and  nineteen  of  the  Public 
Statutes,  and  acts  amendatory  of  any  of  said  chapters,  to  change 
its  name,  upon  notice  and  hearing,  as  hereinafter  set  forth :  pro- 
vided, such  corporation  shall,  previously  to  its  application  to  the 
commissioner  of  corporations  for  change  of  its  name,  at  a  meeting 
called  for  that  purpose  have  voted,  by  a  vote  of  two-thirds  of  the 
stockholders  present  and  voting  at  the  meeting,  to  change  its 
name  and  adopt  a  new  one. 

Sect.  2.  Before  authorizing  a  change  of  name,  as  provided  in 
section  one,  the  commissioner  shall  require  public  notice  of  the 
application  therefor  to  be  given,  that  all  persons  may  appear  to 
show  cause,  if  any  they  have,  why  the  application  should  not  be 
granted. 

Sect.  3.  When  such  change  of  name  shall  have  been  author- 
ized by  the  commissioner  of  corporations,  a  certified  copy  of  his 
authorization  of  the  same,  together  with  a  certificate  setting  forth 
the  vote  of  the  corporation  to  so  change  its  name  and  adopt  a  new 
one,  signed  and  sworn  to  by  the  president,  treasurer  and  a  majority 
of  the  directors,  shall  be  filed  in  the  office  of  the  secretary  of  the 
Commonwealth.  And  the  commissioner  shall  require  public  notice 
to  be  given  of  the  change  so  authorized ;  and  on  receipt  of  proof 
thereof  the  secretary  of  the  Commonwealth  may  grant  a  certificate 
of  the  name  which  the  corporation  shall  bear,  and  which  shall 
thereafter  be  its  legal  name,  subject  however  to  the  provisions  of 
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chapter  two  hundred  and  fifty-seven  of  the  acts  of  the  year  eighteen 
hundred  and  ninety-one. 

Sect.  4.  A  corporation  under  its  new  name  shall  have  the  same 
rights,  powers  and  privileges,  and  be  subject  to  the  same  duties, 
obligations  and  liabilities  as  before  such  change,  and  may  sue  and 
be  sued  by  its  own  name  ;  but  any  action  brought  against  it  by  its 
former  name  shall  not  be  defeated  on  that  account,  and,  on  motion 
of  either  party,  the  new  name  can  be  substituted  tberefor  in  the 
action. 

Sect.  5.  The  secretary  of  the  Commonwealth  shall  prepare 
and  submit  to  the  general  court,  together  with  the  abstract  of  cer- 
tificates required  by  section  two  of  chapter  one  hundred  and  six 
of  the  Public  Statutes,  a  statement  of  all  names  of  the  corpora- 
tions changed  under  the  provisions  of  this  act. 

'  Sect.  6.  In  the  case  of  corporations  not  having  a  capital  stock, 
a  two  thirds  vote  of  the  persons  legally  qualified  to  vote  in  meet- 
ings of  the  corporation,  and  present  and  voting  on  the  question  of 
change,  shall  be  sufficient,  in  lieu  of  the  vote  of  the  stockholders 
required  by  section  one  of  this  act ;  and  in  the  case  of  corporations 
not  having  a  president,  treasurer  and  directors,  the  certificate  of 
the  vote  of  the  corporation  required  by  section  three  of  this  act 
shall  be  sufficient  if  signed  and  sworn  to  by  the  presiding  and  the 
financial  officer  and  a  majority  of  its  other  officers  having  the  power 
of  directors,  by  whatever  name  called.     \_Approvecl  May  28, 1891. 


[Chap.  370,  Acts  of  1891.] 

An  Act   to    enable    cities    and    towns   to    manufacture    and 
distribute  gas  and  electricity. 

Be  it  enacted,  etc.,  as  follows : 

Section  1.  Any  city  or  town  may,  under  the  limitations  of 
this  act,  construct,  purchase,  lease  or  establish,  and  maintain 
within  its  limits  one  or  more  plants  for  the  manufacture  or  dis- 
tribution of  gas  or  electricity  for  furnishing  light  for  municipal 
use,  and  for  the  use  of  such  of  its  inhabitants  as  may  require  and 
pay  for  the  same  as  herein  provided.  Such  plants  may  include 
suitable  land,  structures,  easements,  water  privileges,  stations, 
gasometers,  boilers,  engines,  dynamos,  tools,  machinery,  pipes, 
conduits,  poles,  conductors,  burners,  lamps  and  other  apparatus 
and  appliances  for  making,  generating,  distributing  and  using  gas 
or  electricity  for  lighting  purposes. 

Sect.  2.  No  city  shall  exercise  the  authority  conferred  in  sec- 
tion one  until  a  vote  that  it  is  expedient  to  exercise  such  authority 
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shall  have  passed  each  branch  of  its  city  council  by  a  two  thirds 
vote  and  received  the  approval  of  the  mayor  in  each  of  two  con- 
secutive municipal  years,  and  thereafter  have  been  ratified  by  a 
majority  of  the  voters  present  and  voting  thereon  at  an  annual 
municipal  election.  When  such  a  vote  has  failed  to  secure  such 
ratification  no  similar  vote  shall  be  submitted  for  ratification  until 
after  the  expiration  of  five  years  thereafter. 

Sect.  3.  No  town  shall  exercise  the  authority  conferred  in 
section  one  until  after  a  vote  that  it  is  expedient  to  exercise  such 
authority  shall  have  been  passed  by  a  vote  of  not  less  than  two 
thirds  of  the  voters  present  and  voting  at  each  of  two  legal  town- 
meetings  duly  called  for  the  purpose,  of  which  meetings  the  second 
shall  be  held  at  an  interval  of  not  less  than  two  nor  more  than 
thirteen  months  after  the  first.  At  such  meetings  such  vote  shall 
be  taken  by  written  or  printed  ballot  and  by  the  use  of  the  check- 
list. When  such  a  vote  has  failed  of  passage  as  hereinbefore  pro- 
vided at  the  second  of  said  meetings,  no  similar  vote  shall  be 
passed  until  after  the  expiration  of  two  years  thereafter. 

Sect.  4.  Any  city  or  town  establishing  or  purchasing  a  plant 
within  its  limits  as  provided  in  this  act,  or  reconstructing,  extend- 
ing or  enlarging  the  same  as  provided  in  section  five,  may  pay  for 
the  same  by  the  issue  of  bonds,  payable  in  a  term  not  exceeding 
thirty  years  and  bearing  interest  at  a  rate  not  exceeding  five  per 
cent.,  which  shall  not  be  disposed  of  for  less  than  par  and  accrued 
interest,  and  the  indebtedness  thereby  created  shall  not  be  included 
in  the  limit  of  indebtedness  of  such  city  or  town  provided  by  law ; 
but  such  bonds  shall  not  be  issued  until  a  vote  authorizing  the 
same  has  been  passed  by  the  vote  required  by  section  seven  of 
chapter  twenty-nine  of  the  Public  Statutes,  and  the  whole  amount 
of  bonds  so  issued  by  a  city  or  town,  and  outstanding,  shall  not 
exceed  at  their  par  value  the  amount  of  five  per  cent,  of  the  total 
valuation  of  estates  therein  in  the  case  of  a  town,  or  two  and  one 
half  per  cent,  of  such  valuation  in  the  case  of  a  city  according  to 
the  last  preceding  state  valuation.  The  interest  on  such  bonds 
and  a  sinking  fund  to  meet  the  same  at  maturity  shall  be  provided 
for  as  required  by  section  nine  of  said  chapter  twenty-nine.  No 
indebtedness  shall  be  incurred  by  any  city  or  town  in  connection 
with  such  plant  except  as  aforesaid,  and  excepting  further  that 
money  may  be  borrowed  under  the  provisions  of  section  six  of 
said  chapter  twenty-nine  as  amended,  to  pay  the  operating  expenses 
thereof.  All  receipts  from  the  sale  of  gas  or  electricity  shall  be 
paid  over  to  the  treasurer  of  such  city  or  town.  The  gross 
expenses  of  running  such  plant  and  conducting  such  business  of 
supplying  gas  or  electric  light,  including  interest  on  such  bonds 
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and  requirement  of  the  sinking  fund  as  aforesaid,  shall  be  included 
in  the  appropriations  made  annually  or  from  time  to  time  by  such 
city  or  town,  and  shall  be  paid  out  of  the  treasury  thereof. 

Sect.  5.  Any  city  or  town  owning  a  plant  for  the  manufacture 
or  distribution  of  gas  or  electricity  may  reconstruct,  extend  or 
enlarge  the  same,  but  no  such  reconstruction,  extension  or  enlarge- 
ment beyond  the  necessary  and  ordinary  maintenance,  repair  and 
replacement  thereof,  except  such  increased  appliances  for  the 
distribution  of  gas  and  electricity  as  may  be  necessary  to  furnish 
the  same  to  new  takers,  shall  be  undertaken  or  made  except  by 
the  vote  provided  by  section  four  in  case  of  the  issue  of  bonds. 

Sect.  6.  Any  city  or  town  obtaining  a  plant  may  provide  by 
ordinance,  if  a  city,  or  by  by-laws,  if  a  town,  for  the  equitable 
assessment  upon  the  owner  or  occupant  of  any  premises  of  any 
part  or  the  whole  of  the  cost  of  laying  and  maintaining  upon  such 
premises,  pipes,  conduits,  conductors  or  other  appliances  for  the 
distribution  of  gas  or  electricity  to  the  occupants  thereof.  Pay- 
ment of  such  assessments  shall  not  be  obligatory,  but  shall  be 
made  a  condition  precedent  to  the  supply  of  gas  or  electricity  to 
the  occupants  of  such  premises,  and  may  be  exacted  before  pro- 
viding any  such  appliances  for  such  distribution. 

Sect.  7.  Any  city  or  town  having  obtained  a  plant  for  the 
purpose,  as  provided  in  this  act,  may  manufacture,  generate  and 
distribute  gas  or  electricity  for  furnishing  light  for  municipal 
use  or  for  the  use  of  its  inhabitants,  under  such  regulations  as  it 
may  establish.  No  city  or  town  shall  be  compelled  to  furnish  gas 
or  electricity  to  any  person  or  corporation  except  upon  order  of 
the  gas  and  electric  light  commissioners  and  after  payment  of 
any  assessment  provided  for  in  section  six.  Any  person  or  cor- 
poration aggrieved  by  the  refusal  of  any  city  or  town  supplying 
gas  or  electricity  under  the  authority  of  this  act  to  furnish  the 
same  may  appeal  to  such  commissioners,  setting  forth  in  such 
appeal  what  is  required  of  the  city  or  town,  in  such  detail  as  the 
commissioners  may  require. 

Sect.  8.  Whenever  any  city  or  town  shall  obtain  a  plant  as 
provided  in  section  one,  the  operation,  control,  management  and 
repair  thereof,  the  manufacture,  generation  and  distribution  of  gas 
and  electricity  thereby,  including  the  purchase  of  supplies,  the 
hiring  and  discharge  of  employees,  and  all  business  relating  to 
such  manufacture,  generation  and  distribution,  to  the  methods, 
amounts,  times,  prices  and  quality  of  the  supply  to  each  person 
and  corporation,  the  collection  of  bills,  the  keeping  of  accounts 
and  custody  of  moneys  received  for  gas  or  electricity  or  otherwise, 
and  the  payment  of  bills  incurred  in  said  business,  shall  be  entrusted, 
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subject  to  any  ordinances  established  by  the  city  council  in  a  city, 
or  the  by-laws  or  regulations  established  in  a  town,  to  one  officer, 
who  shall  be  appointed  and  may  be  removed  by  the  mayor  in  a 
city,  and  by  the  selectmen  in  a  town.  Such  officer  shall  be  known 
as  manager  of  gas,  manager  of  electric  light,  or  manager  of  gas 
and  electric  light,  according  as  a  plant  for  one  or  both  may  be 
under  his  charge.  In  cities,  the  compensation  of  such  officer  shall 
be  annually  fixed  by  the  city  council,  and  in  towns  by  the  select- 
men. Before  entering  upon  the  duties  of  his  office  he  shall  give 
bond  to  the  city  or  town  for  the  faithful  performance  of  his  duties 
in  such  sum  and  form  and  with  such  sureties  as  the  mayor-  or 
selectmen  shall  approve.  He  shall  at  the  end  of  each  municipal 
year  render  to  the  mayor  or  selectmen  such  detailed  statement  of 
his  doings  and  of  the  business  and  financial  matters  in  his  charge 
as  the  gas  and  electric  light  commissioners  may  prescribe.  He 
shall  also  at  any  time,  when  required  by  the  mayor  or  selectmen, 
make  to  him  or  them  a  statement  of  his  doings,  business,  receipts, 
disbursements,  balances,  and  of  the  indebtedness  of  the  city  or 
town  in  his  department,  in  the  detail  required  ;  and  he  shall  pay 
over  to  the  treasurer  of  the  city  or  town  all  receipts  collected. 

Sect.  9.  The  books  and  accounts  pertaining  to  the  business 
authorized  by  this  act  shall  be  kept  in  a  form  to  be  prescribed  by 
the  board  of  gas  and  electric  light  commissioners,  and  the  accounts 
shall  be  closed  on  the  thirtieth  day  of  Juue  in  each  year  so  that  a 
balance  sheet  of  that  date  can  be  taken  therefrom  and  included  in 
the  return  to  said  board,  which  return  shall  be  for  the  year  ending 
the  thirtieth  day  of  June.  The  mayor  or  selectmen  and  manager 
shall  annually,  on  or  before  the  second  Wednesday  of  September 
in  each  year,  make  a  return  to  said  board  in  a  form  prescribed  by 
it,  setting  forth  the  financial  condition  of  said  business,  the  amount 
of  indebtedness  authorized  or  existing  on  account  thereof,  a  state- 
ment of  income  and  expenses  in  such  detail  as  the  board  may 
require,  with  a  list  of  salaried  officers  employed  in  said  business 
and  the  amount  of  salary  paid  to  each.  Said  return  shall  be  signed 
and  sworn  to  by  the  mayor  or  a  majority  of  the  selectmen,  and  in 
both  cities  and  towns  by  the  manager.  The  mayor  of  a  city  or 
the  selectmen  of  a  town  may  direct,  in  addition,  any  additional 
returns  to  be  made  at  such  time  and  in  such  detail  as  they  may 
order.  The  mayor  or  selectmen  and  manager  shall  also  at  all 
times,  on  request,  submit  said  books  and  accounts  for  the  inspec- 
tion of  said  board,  and  furnish  any  statement  or  information  re- 
quired by  the  board  concerning  the  condition,  management  and 
operation  of  said  business. 

Sect.  10.     The  price  to  be  charged  for  gas  or  electricity  to  per- 
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sons  and  corporations  shall  be  fixed,  and  shall  not  be  changed 
oftener  than  once  in  three  months.  Any  change  shall  take  effect 
on  the  first  day  of  a  month,  and  the  new  price  adopted  shall, 
before  the  change  shall  take  effect,  be  advertised  in  some  news- 
paper published  in  the  city  or  town  where  the  plant  is,  if  any  is 
published  therein.  Such  price  shall  not,  except  with  the  written 
consent  of  the  gas  and  electric  light  commissioners,  be  fixed  at  less 
than  cost,  in  which  shall  be  included  in  addition  to  all  operating 
expenses,  interest  on  the  net  investment  in  plant  made  by  the  city 
or  town,  less  assessments  collected  under  section  six,  at  the  rate 
paid  upon  the  bonds  above  provided  for,  together  with  the  require- 
ments of  the  sinking  fund  established  to  meet  such  bonds,  and  also 
depreciation  of  the  plant,  to  be  reckoned  at  not  less  than  five  per 
cent,  per  annum  of  its  cost,  and  losses  ;  but  any  losses  exceeding 
three  per  cent,  of  the  investment  in  plant  may  be  charged  in  dif- 
ferent years  at  not  more  than  such  three  per  cent,  per  annum. 
Such  price  shall  not  be  greater  than  shall  allow  above  such  cost 
a  profit  of  eight  per  cent,  per  annum  to  the  city  or  town  upon  its 
net  investment.  In  fixing  such  cost  to  establish  the  price  to  be 
charged  to  persons  and  corporations  the  gas  and  electricity  used 
by  the  city  or  town  shall  be  charged  to  it  at  cost.  A  sufficient 
deposit  to  secure  the  payment  for  gas  or  electricity  for  three 
months  may  be  required  in  advance  from  any  taker,  and  the  supply 
may  be  shut  off  from  any  premises  until  all  arrearages  for  gas  or 
electricity  furnished  thereon,  to  whomsoever  furnished,  shall  be 
paid.  After  three  months  default  in  the  payment  of  such  arrear- 
ages all  appliances  for  distribution  belonging  to  the  city  or  town 
on  such  premises  may  be  removed,  and  after  such  removal  shall 
not  be  restored  except  on  .payment  of  all  such  arrearages,  and  a 
sufficient  sum  to  cover  all  expenses  caused  by  removal  and  restora- 
tion. 

Sect.  11.  Any  city  operating  a  plant  under  this  act  may  pass 
ordinances,  and  any  town  operating  a  plant  under  this  act  may, 
subject  to  the  approval  of  the  superior  court,  adopt  by-laws 
imposing  penalties  not  exceeding  fifty  dollars  to  protect  its  plant, 
control  its  use,  prevent  accidents  from  gas  or  electricity  supplied 
by  such  city  or  town,  and  govern  consumers  in  their  use  thereof. 

"  Sect.  12.  When  any  city  or  town  shall  decide  as  hereinbefore 
provided  to  establish  a  plant,  and  any  person,  firm  or  corporation 
shall  at  the  time  of  the  first  vote  required  for  such  decision  be 
engaged  in  the  business  of  making,  generating  or  distributing  gas 
or  electricity  for  sale  for  lighting  purposes  in  such  city  or  town, 
such  city  or  town  shall,  if  such  person,  firm  or  corporation  shall 
elect  to  sell  and  shall  comply  with  the  provisions  of  this  act,  pur- 
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chase  of  such  person,  firm  or  corporation  before  establishing  a 
public  plant  such  portion  of  his,  their  or  its  gas  or  electric  plant 
and  property  suitable  and  used  for  such  business  in  connection 
therewith  as  lies  within  the  limits  of  such  city  or  town.  If  in  such 
city  or  town  a  single  corporation  owns  or  operates  both  a  gas  plant 
and  an  electric  plant,  such  purchase  shall  include  both  of  such 
plants,  but  otherwise  such  city  or  town  shall  only  be  obliged  to 
purchase  the  existing  gas  plant  or  plants-  if  it  has  voted  only  to 
establish  a  gas  plant,  and  shall  only  be  obliged  to  purchase  the 
existing  electric  plant  or  plants  if  it  has  only  voted  to  establish  an 
electric  plant.  If  the  main  gas  works,  in  the  case  of  a  gas  plant, 
or  the  central  lighting  station,  in  the  case  of  an  electric  light  plant, 
lie  within  the  limits  of  the  city  or  town  which  has  voted  to  estab- 
lish a  plant  as  aforesaid,  such  city  or  town  shall  purchase  as 
herein  provided  the  whole  of  such  plant  and  property  used  in  con- 
nection therewith,  lying  within  its  limits,  and  the  price  to  be  paid 
therefor  shall  be  its  fair  market  value  for  the  purposes  of  its  use, 
no  portion  of  such  plant  to  be  estimated,  however,  at  less  than  its 
fair  market  value  for  any  other  purpose,  including  as  an  element 
of  value  the  earning  capacity  of  such  plant  based  upon  the  actual 
earnings  being  derived  from  such  use  at  the  time  of  the  final  vote 
of  such  city  or  town  to  establish  a  plant,  and  also  any  locations  or 
similar  rights  acquired  from  private  persons  in  connection  there- 
with, plus  the  damages  suffered  by  the  severance  of  any  portion  of 
such  plant  lying  outside  of  the  limits  of  such  city  or  town,  and 
minus  the  amount  of  any  mortgage  or  other  encumbrance  or  lien 
to  which  the  plant  so  purchased,  or  any  part  thereof,  may  be  sub- 
ject at  the  time  of  transfer  of  title ;  but  such  city  or  town  may 
require  that  such  plant  and  property  be  transferred  to  it  free  and 
clear  from  any  mortgage  or  lien,  unless  the  commissioners  ap- 
pointed under  the  provisions  of  section  thirteen  of  this  act  shall 
otherwise  determine.  Such  value  shall  be  estimated  without 
enhancement  on  account  of  future  earning  capacity,  or  good 
will,  or  of  exclusive  privileges  derived  from  rights  in  the  public 
streets.  When  any  capital  has  been  paid  in,  in  property  instead 
of  in  cash,  the  valuation  placed  upon  such  property  in  estimating 
it  as  paid  in  capital  shall  not  be  conclusive  in  estimating  its  value 
under  the  foregoing  provisions,  but  may  be  disputed  by  a  city  or 
town,  and  if  shown  to  have  been  excessive  may  be  reduced  by  the 
authority  fixing  the  price  of  the  plant  and  property  as  hereinafter 
provided.  If  the  main  gas  works  or  central  lighting  station  of 
such  a  plant  do  not  lie  within  the  limits  of  the  city  or  town  which 
has  voted  as  aforesaid,  then  such  city  or  town  shall  only  purchase 
that  portion  of  such  plant  and  property  which  lies  within  its  limits, 
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paying  therefor  upon  the  basis  of  value  above  established,  but 
without  allowance  of  damages  on  account  of  severance  of  plant. 
No  city  or  town  shall  be  obligated  by  this  section  to  buy  any 
apparatus  or  appliances  covered  by  letters  patent  of  the  United 
States  or  embodying  a  patentable  invention  unless  a  complete 
right  to  use  the  same  and  all  other  apparatus  or  appliances  neces- 
sary for  such  use  within  the  limits  of  such  city  or  town  to  such 
extent  as  such  city  or  town  shall  reasonably  require  such  right, 
shall  be  assigned  or  granted  to  such  city  or  town  at  a  cost  as  low 
as  the  cost  of  such  right  would  be  to  the  person,  firm  or  corpora- 
tion whose  plant  is  purchased. 

Sect.  13.  Any  person,  firm  or  corporation  desiring  to  enforce 
the  obligation  of  any  city  or  town  under  section  twelve  to  purchase 
any  property  shall  file  with  the  clerk  of  such  city  or  town,  within 
thirty  days  after  the  passage  of  the  final  vote  whereby  such  city  or 
town  shall  have  decided  to  establish  a  plant,  a  detailed  schedule 
describing  such  property  and  stating  the  terms  of  sale  proposed. 
If  the  parties  fail  to  agree  as  to  what  shall  be  sold,  or  what  the 
terms  of  sale  and  delivery  in  accordance  with  the  provisions  of  this 
act  shall  be,  either  party  may  within  sixty  days  after  the  filing  of 
the  schedule  apply  by  petition  to  the  supreme  judicial  court,  or  any 
justice  thereof,  setting  forth  the  facts  and  praying  an  adjudication 
between  the  parties,  and  thereafter  such  court  or  justice  shall, 
after  giving  both  parties  an  opportunity  to  be  heard,  appoint  a 
special  commissioner  or  commissioners,  who  shall  give  the  parties 
an  opportunity  to  be  heard,  and  shall  thereafter  adjudicate  what 
property,  real  or  personal,  including  rights  and  easements,  shall 
be  sold  by  the  one  and  purchased  by  the  other,  in  accordance 
with  the  provisions  of  this  act,  and  what  the  price,  time  and  other 
conditions  of  the  sale  and  delivery  thereof  shall  be.  Such  com- 
missioner or  commissioners  shall  file  his  or  their  award  in  the 
supreme  judicial  court  for  revision  or  confirmation  by  said  court. 

Sect.  14.  Any  party  aggrieved  by  the  award  of  the  commis- 
sioner or  commissioners  may  within  fourteen  days  after  its  filing, 
or  within  such  longer  time  as  the  court  may  allow,  file  objections 
thereto,  and  apply  to  the  court  for  a  hearing  on  such  award  rela- 
tive to  any  matter  of  fact  or  law  pertaining  to  the  same,  and  there- 
upon the  court  shall  order  a  trial  to  be  had  before  said  court  or  a 
justice  thereof,  after  due  notice  to  all  parties  interested  in  the 
matter  of  said  award,  in  the  manner  of  hearings  in  equity.  The 
decree  of  the  court  upon  said  award  shall  be  final  and  binding  and 
said  court  shall  have  jurisdiction  in  equity  to  compel  compliance 
therewith,  and  may  also  issue  and  enforce  such  interlocutory 
decrees  and  orders  as  justice  may  require. 
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Sect.  15.  Whenever  the  existing  gas  plant  or  electric  plant  of  any 
person  or  corporation  shall  have  been  acquired  by  any  city  or  town 
pursuant  to  the  provisions  of  this  act,  the  powers  and  rights  of  such 
person  or  corporation  in  relation  to  the  manufacture  and  distribu- 
tion of  gas  or  electricity  within  the  limits  of  such  city  or  town 
shall,  from  and  after  the  date  of  such  acquirement,  cease  and 
determine. 

Sect.  16.  Any  city  or  town  owning  or  operating  a  plant  or 
plants  for  the  manufacture  or  distribution  of  gas  or  electricity  for 
furnishing  light  under  this  act,  shall  be  responsible  for  any  injury 
or  damage  to  persons  or  property,  happening  or  arising  by  reason 
of  the  maintenance  or  operation  of  the  same,  in  the  same  manner 
and  to  the  same  extent  as  though  the  same  were  owned  and  oper- 
ated by  an  individual  or  private  corporation ;  but  nothing  in  this 
act  shall  be  construed  to  include  damages  to  any  existing  gas  or 
electric  plant  in  a  city  or  town  by  reason  of  the  establishment  of 
a  competing  line  or  plant  under  authority  of  this  act. 

Sect.  17.  All  general  laws  of  the  Commonwealth,  and  all 
ordinances  or  by-laws  of  any  city  or  town  availing  itself  of  the 
provisions  of  this  act,  relative  to  the  manufacture,  use,  generation 
or  distribution  of  gas  or  electricity,  or  the  quality  thereof,  or  plant 
or  the  appliances  therefor,  shall  apply  to  such  city  or  town,  so  far 
as  the  same  may  be  applicable  and  not  inconsistent  with  this  act,  in 
the  same  manner  as  the  same  apply  to  persons  and  corporations 
engaged  in  making,  generating  or  distributing  gas  or  electricity 
therein. 

Sect.  18.  Nothing  herein  shall'  be  construed  to  take  away, 
restrict  or  impair  any  rights  of  any  city,  town  or  other  authority 
which  may  now  exist  to  revoke  locations  of  wires,  poles,  conduits 
or  pipes  in,  over  or  under  their  streets  or  ways  :  provided,  however, 
that  ho  city  or  town  having  within  its  limits  the  main  gas  works, 
in  the  case  of  a  gas  plant,  or  the  central  lighting  station,  in  the 
case  of  an  ele«tric  light  plant,  or  the  major  portion  of  the  wires, 
poles,  conduits  or  pipes  used  in  connection  with  any  such  works 
or  plants,  shall,  except  for  a  violation  of  the  terms  or  conditions 
upon  which  the  same  were  granted  or  for  a  violation  of  law  respect- 
ing the  exercise  thereof,  revoke  any  rights  heretofore  granted,  or 
which  may  hereafter  be  granted,  to  any  person  or  corporation 
engaged  in  the  business  of  making,  generating  or  distributing  gas 
or  electricity  for  sale  for  lighting  purposes,  after  the  first  passage 
by  the  city  council,  in  the  case  of  a  city,  of  the  vote  provided  for 
by  section  two,  or  while  such  vote  is  pending  in  either  branch 
thereof,  or  in  the  case  of  a  town,  after  the  passage  of  the  first  vote 
provided  for  in  section  three,  or  after  the  calling  of  a  town-meet-  . 
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ing  at  which  the  passage  of  such  vote  is  included  in  the  warrant  r 
provided,  however,  that  in  case  in  either  a  city  or  town  the  second 
vote  provided  for  by  this  act  shall  fail  of  passage  or  in  a  city  shall 
fail  to  receive  the  approval  of  the  mayor  or  the  ratification  of  the 
voters  in  accordance  with  this  act,  then  such  city  or  town  may 
exercise  all  rights  of  revocation,  if  any,  which  it  possessed  prior 
to  the  passage  of  such  first  vote  until  such  first  vote  is  again 
passed,  or  pending  or  included  in  the  warrant  as  above  provided. 
And  after  the  passage  and  ratification  of  both  votes  as  provided 
in  section  two,  by  a  city,  and  after  the  passage  of  both  votes  as 
provided  by  section  three,  by  a  town,  no  sucb  city  or  town  shall, 
except  as  hereinbefore  provided,  revoke  any  rights,  locations  or 
licenses  granted  to  any  such  person  or  corporation.  The  pro- 
visions of  this  section  shall  apply,  in  the  case  of  a  city,  whether 
such  revocation  shall  be  made  by  both  branches  of  the  city  govern- 
ment or  by  either  branch  thereof. 

Sect.  19.     This  act  shall  take  effect  upon  its  passage.     [Ap- 
proved June  4,  1891. 
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